Aboush, Y. E. Y. and Jenkins, C. B. G. 
The bonding of glass-ionomer cements to dental 


255 
Acquired immune deficiency syndrome/HIV infection 


comparing attitudes, knowledge and cross-infection control 
amongst dentists in San Francisco and Great Britain (J. 


69 
cross-infection control 

35 

dental implications: international meeting in Sheffield (C. J. 

136 
health insurance cover for doctors/dentists (J. Pinder) (L).. 152 
74 
latency period with antibody negativity...............cccccccereeees 247 
occupational risk (C. Scully and S. Porter) (L)................00 71 


primary infection presenting as glandular fever-like illness 
(G. Gaines, M. von — P. O. Pehrson and P. 


248 
West Lancashire, Cheshire and North Wales Branch 

273 
195 


Actinomycosis, cervicofacial in pregnancy (S. A. Bhatti) 83 
Adams, D. 
The control of cross-infection in dentistry (L)...............00 35 
see also Morgan, D. J. and Adams, D. 
Addy, M. appointed to personal chair at Cardiff Dental School 356 
Advertising 
GMC guidelines; legal aspects (Y. H. Tan) (L)................0+ 67 
Advisory Board in General Dental Practice 
election of enrolled practitioners holding College dental 


Afghanistan. Dentist required for Health Unlimited team...... 395 
‘Aid Armenia’ earthquake disaster campaign...............:s:00000 144 


Air-driven motors, speed variability in the self- 
threading pin techaique (P. R. H. Newsome and C. C. 
287 

Akerblom, A. and Hasselgren, G. 

The prognosis for endodontic treatment of obliterated root 


323 
ALARA!—As Low as Reasonably Achievable, Section 63 

193 

distribution by BPMF (J. W. Toplis) (L)..............::sseceee0 438 

Secretary of State for Health answers questions put by S. 

277 

unprofessional presentation (J. D. Muir) (L)...........-.::-+:++++ 318 
Alcohol addiction 

The Dependent Professional (/eader)..................0000000++ 315 
Aldred, M. awarded MRC Special Training Fellowship in 

recombinant DNA 277 
Aldred, M. J. wins Colgate Research Award..........::-:::ssee0++ 317 
Allan, C. J. 

Time-wasting interviews 438 


Allen, D. L. and Finnegan, W. N. 
A perspective of dental education in the twenty-first century 269 
Allen, W. A. 


Dental sedation, a review (1.)..............cccrcc.secscssvocssccncecesoes 6 
Allen, W. R. 
Specialisation in dentistry (L)............sseseseseeseeeeseeeeeeees 197 


see also Horrocks, J. K. and Allen, W. R. 
Allergy/sensitivity reactions 
benzoic acid food preservative, recurrent erythema 
multiforme and (M. A. O. Lewis, 


P.-J. Lamey, A 


INDEX 
Main articles and leaders are in bold type. (A)= abstracts; (L)=letters 


page 
Forsyth and J. 371 
benzydamine oral rinse, skin rash and................sscsseceeeees 74 
cold sterilising solutions 
dental materials (E. Stenman and M. Bergman) (A)........... 440 
herbal toothpaste, plasma cell gingivitis related to 


Alther, R. P. 

see Greenman, J., Osborne, R. H. and Allher, R. P. 
Anaesthesia 

GDC Amendment to Notice for the Guidance of Dentists.. 461 


general, patient safety (leader) 63 

local in pregnancy 
36 
36 

timolol anxiolytic premedication (J. W. Mackenzie and J. 
401 

see also Sedation 

Analgesia 


dexamethasone for endodontic interappointment pain in 
teeth with asymptomatic inflamed pulps; prospective 
randomized double-blind trial (G. Glassman, P. Krasner 
ibuprofen compared with dihydrocodeine following 
wisdom teeth removal (j. W. Frame, C. R. H. Evans, 


G. R. Flaum, R. Langford and P. G. J. Rout)........... 2..c 88 

Ancillary dental workers 

deteriorating conditions (P. N. Hirschmann) (L)................ 199 
Ancorextra anchors, risk of fracture (H. G. Kurer) (L)........... 320 
Anderson, J. A. 

Patient safety in general anaesthesia (L).............:ssssesseeeees 151 
Andlaw, R. J. 

Management of the small child with gross caries (L).......... 280 
Angina bullosa haemorrhagica (B. C. O’Riordan) (L)............. 7 


-Angmar-Mansson, B 


see Bevenius, J. L’Estrange, P. and Angmar-Mansson, B. 
Annotations 
Dale, J. R. and Appelbe, G. E. Pharmacy law and ethics 1989 364 
Kraus, H. Diagnosis and Treatment of Muscle Pain 1988. 9 
Moran, D. T. and Carter Rowley, J. Visual Histology 1988 9 
see also Video annotations 
Anwar, M, Renner, N. and Harris, M. 
A simple teaching model for mucoperiosteal flaps and 


Anxiety, dental 
management (D. H. Edmunds and M. Rosen)...............+ 253 
timolol premedication (J. W. Mackenzie and J. Bird) (A)... 401 
Appointment systems (M. D. Wilkinson)..............::0ssseeeeeees 420 


Aphthous ulceration as presentation of Giardia lamblia 
infection (S. C. D. Grant, C. I. Harrington and S. C. Harris) 457 


Archaeology 
dental development patterns in Australopithecus and 
364 


Artificial saliva, mucin-containing: double-blind cross- 
over trial (A. J. Duxbury, N. S. Thakker and D. G. Wastell) 115 
Asian minorities 


Ww 
page 
& 
| 
| 
t 
Be 
; 


PAGE 
ethnic indicators of dental health for young school- 
children resident in areas of multiple depriva- 


Association of British Dental Surgery Assistants 
1990 Jubilee Conference 
Atkinson, A. M. retires from Department of Restorative 
Dentistry at University of Sheffield 
Attrition/erosion 
diet and (N. W. Kerr) (A) 
guidelines (J. Bevenius, P. 
Mansson) (A) 
Auclair, P. L. 
see Naylor, G. D., Auclair, P. L., Rathbun, W. A. and Hall, 
E. H. 
Audit/clinical budgeting 
temporomandibular joint dysfunction cases. Personal view 
(J. H. R. Winstanley) 
Auger, D. W. 
see Pankhurst, C. L., Auger, D. W. and Hardie, J. M. 
Australia 
Federal Government abolishes Oral Health Unit (C. Wall). 
‘Re-enactment Fleet’; dental care on expedition (G. Jean).. 
Auto-immune disease 
Avent, C 
Review of Wood, T. Dentist 
Avramaki, E. and Stephens, C. D. 
The effect of balanced and unbalanced extraction of primary 
molars on the relationship of incisor centrelines—a pilot 


L’Estrange and B. Angmar- 


Ayton, F. D. and Parfitt, H. N. 
Identification in the Manchester air disaster (L) 


Badges of the dental profession 
BDA University Teachers’ and Research Workers’ Group 30 
Society for the Advancement of Anaesthesia in Dentistry... 314 
Bailey, J. 
Review of Nield, 7. S. and Houseman, G. A. Fundamentals of 
dental hygiene instrumentation (second edition)..............+++++++ 202 
Bainton, R. 
see Jones, D. C., Bainton, R. and Dunn, H. M. 
and Dubourg, C. L. 
Sialolithiasis of an accessory salivary gland 
Bairstow, A. G. 
Instant radiography (L) 
Ball, I. 
see Donnan, M. F. and Ball, I. A. 
Banks, P. 
Review of Bailey, B. }. (ed) Surgery of the oral cavity 
Review of Schultz, R. C. Facial injuries (third edition) 
Banks, P. and Haider, S. M. 
Surgical treatment of mandibular retrusion by a post- 
condylar cartilage graft 
Bard, G. H. 
Contract confidence trick (L) 
Barker, D. T. 
The great debate (L). 
Barnes, I. E. 
see Smart, E. R. and Barnes, I. E. 
see also Walls, A. W. G. and Barnes, I. E. 
Barnes, S. A. R. 
St Apollonia in Britain (L) 
Barry, G 
see Jones, M. L., Newcombe, R. G., Barry, G., Bellis, H. and 
Bottomley, J. 
Barsby, M. J. and Swarz, W. D. 
The qualitative assessment of cobalt-chromium 
castings for partial dentures 
Basker, R. M. 


Beal, J. F. 


INDEX 


see Levine, R. S., Beal, J. F. and Fleming, C. M. 

Beck, C. 
see Harrison, A., Huggett, R., Watson, C. J. and Beck, C. 

Becker, P. J. 

see Rosen, M., Touyz, L. Z. G. and Becker, P. J. 

Bedi, R. 

Ethnic indicators of dental health for young Asian 
schoolchildren resident in areas of multiple 
deprivation 

Bahaviour Science in Dentistry Group 
London Section inauguration 

Bahaviour shaping, systematised 
acceptance of dental treatment in children and (A. Holstand 
and L. Ek) (A). 

Beioley, R. 

Review of Goldstein, R. E. Change your smile (second edition) 114 

Bellis, H. 
see Jones, M. L., Newcombe, R. G., Barry, G., Bellis, H. and 

Bottomley, J. 

Benevolent Fund Draw 

Benn, D, K. and Watson, T. F. 

Correlation between film position, bite-wing shadows, 
clinical pitfalls and the histological size of approximal 
lesions (A) 

Benzoic acid food preservative, recurrent erythema 
multiforme and (M. A. O. Lewis, P.-J. Lamey, A. Forsyth 
and J. Gall) 

Benzydamine oral rinse, skin rash and 

Bergman, A. 
see Stenman, E. and Bergman, A. 

Berson, A. M. 
see Ficarra, G., Berson, A. M., Silverman, S. et al. 

Besford, J. 

A dental prologue (poem) 

Bevenius, J, L’Estrange, P. and Angmar-Mansson, B. 
Erosion: guidelines for the dental practitioner (A) 

Beynon, A. D. 
see Wilson, P. R. and Beynon, A. D. 

Beynon, D. 

Review of Dubrul, E. L. Sicher and Dubrul’s oral anatomy 
(eighth edition) 

Bhatti, S. A. 

Cervicofacial actinomycosis in pregnancy 

Bickley, S. appointed information officer at British Fluorida- 
tion Society 

Birkhead, D. 
see Hase, J. and Birkhead, D. 

Birsh, B. R. P. and Rosenbaum, N. 

Dental sedation. A review (L) 

Bladon, B. awarded Harty Prize 

Blood donors, recent dental treatment and (A. Nouri, T. W. 
MacFarlane, D. Mackenzie and D. A. McGowan) (A) 

Blue Peter Mystery Objects Competition 

Bolme, M. T. 
see Dahllof, G., Bolme, M. T., Ringden, O. and Heinidahle, 

A. 

Bone marrow transplantation 

oral health of children at one-year follow-up (G. Dahllof, M. 
T. Bolme, O. Ringden and A. Heinidahle) (A) 

Bottomley, J. 
see Jones, M. L., Newcombe, R. G., Barry, G., Bellis, H. and 
Bottomley, J. 

Bourne, J. G. 

Patient safety in general anaesthesia (L) 

Bowden, J., Scully, C. and Porter, S. 

The public image of cross-infection control (L) 

Bowen’s disease (Lancet) (A) 

Bowman, J. 

Tasty teeth (L) 

Boxall, C. D. 
see Brenchley, M. L. and Boxall, C. D. 

Bradbury, R., mobile dental surgery 

Bradley, P. 


ii 
tion (I 331 
432 
357 
8 
153 
278 
351 
434 
195 
114 
Review of Cohen, D. W. (ed. in chief) The 1988 year book of 
Bate, Charles Spencer; past president of BDA........................ 352 " 
Baxter, P. wins Colgate Research Award..............::cccccceeeseeeee 317 


PA 
Review of Ailing, C. C. III and Osborn, D. B. Maxillofacial 


202 
Bramley, P. 
President’s New Year Message (/eader)..................00000++ 1 
147 
Brenchley, M. L. and Boxall, C. D. 
Vocational training of general dental practitioners— 
Bridge, B. 
Ode to the artists of prosthetic dentistry (poem)..............++++ 67 
British Association of Oral and Maxillofacial Surgery 
101 
British Association for the Study of Community Dentistry 
Douglas Jackson memorial meeting (J. J. Murray).............. 390 
British Dental Association (BDA) 
annual conference in Oxford (L. Wiles).............::sseseseeeees 39 
197 
technical exhibitors at Dentistry ’89.............::cssscssseseees 462 
Hospitals Group annual meeting (M. Dean)..................00+ 235 
job-sharing service.............../... 225 
114, 202, 364 
239 
museum contributes sixteenth century dental pelican to Blue 
Peter Mystery Objects Competition ..............:ccssseeseeeees 357 
past presidents 
Bate, Charles 352 
314 
postgraduate education 146 
Representative Board 
99 
dental hygienists, debate on future role.............:0sseeeeseees 99 
University Teachers’ and Research Workers’ Group 
British Dental Association (BDA)/Dentsply Student Clinician 
27 
British Dental Health Foundation 
186 
‘Dentistry in Today’s World’ symposium (A. Newton)...... 186 
L. Tasker wins 1988 student award 3 
British Dental Journal (BD}) 
Dentistry 89 exhibition stand 462 
Study Tour 
Iceland.......... — 
Soviet 239 
British Dental Trade Association 
Dundee Dental School student awards.............::cssssseeeeees 357 


British Endodontic Society 
B. Bladon awarded Harty Prize iu annual student essay 


competition............ 394 
British Fluoridation Society 
S. Bickley appointed information officer.................. 105 
British Orthodontic Conference (R. Kirschen)...............:0+00++ 22 
British Paedodontic Society 
annual scientific meeting, Winchester 316 
British Society of Dentistry for the Handicapped 
272 
British Society of Periodontology 
British Society for the Study of Orthodontics 
meeting (T. G. 235 
Broadway, R. T. 
Cutting K6rners (L).. 199 
Oral surgery and orthodontic training (L).............:-:s+s0++ 108 


Brocklehurst, P. wins Cordent student elective competition... 276 
Brook, I. and Lamb, D. 
The elimination of cross-infection in dental practice—a 


5-year follow-up (L) 361 
Brookman, J. 
Oral surgery: assessment and treatment (L). 319 


Brouillet, J. L. 

see Franquin, J. C. and Brouillet, J. L. 
Brown, K. retires as editor of The Probe 145 
Brown, M. R., Foreman, F. J., Burgess, J. O. and Summitt, J. 

B. 

Penetration of gell and solution etchants in occlusal fissures 


284 

Bruichladdich Scottish Islands Peaks race 

Glasgow registrars sponsored by Colgate Palmolive........... 432 
Bryant, G. W. T. 

Myofascial pain dysfunction and viola playing........... 335 
Biihler, H. 

Evaluation of root-resected teeth (A) 323 
Bulman, J. S. 


see Osborn, F. F. and Bulman, J. S. 
Bulman, J. S. and Osborn, J. F. 


Analysing the association between two variables....... 303 
Comparison of several groups 341 
Descriptive statistics .... 51 
Measuring diagnostic consistency 377 
Probability and sampling. 132 
Significance 178 
Significance tests. Part 2.... 218 
Simple summary calculating 87 
Burgess, J. O. 


see Brown, M. R., Foreman, F. J., Burgess, J. O. and 
Summitt, J. B. 
Burke, J. F. T. 
see Fariell, T. H. and Burke, F. J. T. 
Burke, F. J. T. and Wilson, N. H. F. 
The use of gloves in cross-infection control. A historical note 426 


Burning mouth syndrome (Oral dysaesthesia)...............s00000+++ 326 
Burns, J. C. 

see Merritt, R. and Burns, J. C. 
Burt, L. G. 

Patient safety in general anaesthesia (L) 396 
Busby, M. 

Review of Seino, H. et al. (Trans. by T. R. Ward) Dental 

imagination—a record of techniques and feelings...........++++ 156 

Caffeine, mental health and 74 
Calcification of dental papilla. Case report (E. Piette).... 86 
Campbell, J. 

Patient safety in general anaesthesia (L) 151 
Campion, Henry; past president of BDA 314 
Cancro, L. P. 


see Fogels, H. R., Meade, J. J., Griffith, J., Miragliuolo, R. 
and Cancro, L. P. 

Candidal leukoplakia treatment with fluconazole. Case 

report (P.-J. Lamey, M. A. O. Lewis and D. G. 


296 
Cannell, H. 
Local anaesthetics in pregnancy (L)..........:c-ssssseeseeeereeenees 36 


Capilouto, M. L. and Douglas, C. W. 
Trends in the prevalence and severity of periodontal disease 


in the US: a public health problem? (A).............:-:s++0+++ 323 
Caplin, R. L. 
Oral surgery: assessment and treatment.................... 128 
319 
Oral surgery: the diagnosis 91 
Oral surgery: problems.......... 171 
T A: 361 
Oral surgery: staying healthy 57 


Caries, dental 
Advisory Board in General Dental Practice Study Day (H. 

baby and infant fruit drinks, evaluation of cariogenic 
potential (M. S. Duggal and M. E. J. Curzon)............. 327 

correlation between film position, bite-wing shadows, 


eee 
INDEX lll 
IGE PAGE 
= 
‘ 


PAGE 
clinical pitfalls and the histological size of approximal 
lesions (D. K. Benn and T. F. Watson) (A). 
gross, management of small child 
(R. J. Andlaw) (L) 
(S. Gelbier) (L) 
(R. B. Havelock, A. J. Lawrence and R. K. Munday) (L) 110 
(B. L. Macey-Dare) (L) 80 
(J. Milier) (L) 
(J. F. Roberts and B. Scheer) (L) 
interproximal; patient’s age at initial detection (J. E. 
Kronmiller, R. F. Nirschl and T. G. Zulio) (A) 
in North West (L. B. Lux) (L) 
occlusal enamel: amalgam margin angle and marginal 
breakdown. Pilot study on extracted teeth (R: Grajower 
and D. Noviskas) (A) 
occlusal, occult, routine X-ray and 
(R. M. Edwards) (L) 
(P. Hirschman) (L) 
sugar intake frequency and (E. Newbrun) (A) 
tooth loss in veteran population and (L. C. Niesen and R. J. 
Weyant) (A) 
Carmichael, A. retires as Head of Child Dental Health 
Department, Glasgow Dental School 
Carser, R. C. 
Community orthodontic services: a local review (L) 
Casanassimo, P. S. 
see Pinkham, J. R., Casanassimo, P. S. and Levy, S. M. 
Case reports 
aphthous ulceration as presentation of Giardia 
lamblia infection (S. C. D. Grant, C. I. Harrington and 
S. C. Harris) 
calcification of the dental papilla (E. Piette) 
candidal leukoplakia treatment with fluconazole 
(P.-J. Lamey, M. A. O. Lewis and D. G. MacDonald).. 
cervicofacial actinomycosis in pregnancy (S. A. Bhatti) 
extraordinarily large asymptomatic submandibular salivary 
calculus (G. Tinsley) (L) 
first permanent molar resorption (F. M. Hall and P. A. 


intracranial tumours presenting with facial pain (J. 
Schnetler and C. Hopper) 
(M. L. Chindia) (L) 

intra-oral tumours presenting after dental extraction 
(P. J. Saxby and D. S. Soutar) 

leprosy, labial and gingival enlargement (S. Tucker) (L) 

lip numbness (E. A. Flower and J. Yeung) 
(E. A. Flower and J. Yeung) (reply) 
(R. G. Jagger) (L). 

metastatic adenocarcinoma of the colon presenting as 
periradicular periodontal disease (G. D. Naylor, P. L. 
Auclair, W. A. Rathbun and E. H. Hall) (A) 

multiple idiopathic internal resorption (J. W. Eveson 
and D. H. Gibb) 

myofascial pain dysfunction, viola playing and (G. W. 


plasma cell gingivitis related to use of herbal 
toothpaste (R. I. Macleod and J. E. Ellis) 
prostatic carcinoma presenting as haemorrhagic 
diathesis after dental extraction (J. McKechnie) 
second molars, extremes in eruption in two oriental 
patients (K. K. K. Mew). 
sialolithiasis of an accessary salivary gland (R. Bainton 
and C. L. Dubourg) 
Veillonella parvula, cervicofacial infection in a 
patient with myxoedema 
(D. C. Jones, R. Bainton and H. M. Dunn) 
(M. A. O. Lewis) (L) 
Cawood, J. 
see Quayle, A. A., Cawood, J., Howell, R. A., Eldridge, D. 
J. and Smith, G. A. 
see also Quayle, A. A., Cawood, J., Smith, G. A., Eldridge, 
D. J. and Howell, R. A. 
Challacombe, S. J. 


INDEX 


PAGE 
Review of Hardie, 7. M. and Borriello, S. P. Anaerobes today 325 
The elimination of cross-infection in dental practice — a 5- 
year follow-up (L) 
Chang, J. C. 
see Jacobson, T. E., Chang, J. C., Keri, P. P. and Watanabe, 
G 


Charges, dental 
evidence on use of dental services and 
(H. Carrington) (L) 
(R. B. Mouatt) (L) 
(B. Yule, M. Ryan and D. Parkin) (reply) 
(B. T. Posner) (L) 
poverty and (I. Robertson) (L) 
Chavasse, C. 
My year in vocational training: highlights and horror¢...... 228 
Chen, T-S. 
see Gibbs, S. J., Pujol Jr, A., Chen, T-S. and James Jr, A 
Children 
baby and infant fruit drinks, evaluation of cariogenic 
potential (M. S. Duggal and M. E. J. Curzon 
bone marrow transplantation; oral health at one-year follow- 
up (G. Dahllof, M. T. Bolme, O. Ringden and A. 
Heinidahle) (A) 
community dental service and 
(B. L. Macey-Dare) (L) 
dental disease in North West (L. B. Lux) (L) 
dentigerous cyst, treatment of malocclusion (J. R. 
Pilley, D. H. Lewis and G. V. Gillbe) 
enamel hypoplasia, photographically recorded as- 
sessment in fluoridated and non-fluoridated areas 
in England (R. S. Levine, J. F. Beal and C. M. Fleming) 249 
ethnic indicators of dental health for young Asian 
schoolchildren resident in areas of muliiple 
deprivation (R. Bedi) 
first permanent molar resorption; case report (F. M. 
Hall and P. A. Cook) 
gross caries, management of small child 
(R. J. Andlaw) (L) 
(S. Gelbier) (L) 
(R. B. Havelock, A. J. Lawrence and R. K. Munday) (L) - 
(B. L. Macey-Dare) (L) 
(J. Miller) (L) 
(J. F. Roberts and B. Scheer) (L) 
interproximal caries; patient’s age at initial detection (J. E. 
Kronmiller, R. F. Nirschl and T. G. Zullo) (A) 
mandibular retrusion, surgical treatment by post- 
condylar cartilage graft (P. Banks and S. M. Haider) 
multiple idiopathic internal resorption; case report (J. 
W. Eveson and D. H. Gibb) 49 
poverty, dental care and (J. R. Pinkham, P. S. Casanassimo, 
248 
routine X-rays (J. O. Forrest) (L) 151 
rusks, possible dental effects. Laboratory evaluation 
(T. H. Grenby, A Phillips and M. G. Saldanha) 
second molars, extremes in eruption time (K. K. K. 


systematised behaviour shaping, acceptance of dental 
treatment and (A. Holst and L. Ek) (A) 
toddlers, preventive dental care 
(R. P. Fitton) (L) 
(M. A. Lennon, C. M. Mitopoulos, S. A. Williams and R. 
S. Levine) (L). 
trauma to permanent teeth of 8-, 12- and 15-year-olds in 
Ireland (T. Holland, D. O’Mullane, J. Clarkson and S. 
O’Hickey) (A) 
Chindia, M. L. 
Intra-cranial tumour presenting with facial pain (L) 
Chinese People’s Republic 
A Dental Perspective (/eader) 
dentistry with particular reference to gerodontology (A. W. 
G. Wallis and I. E. Barnes) 
Chlorofluorocarbons (CFCs). 
Christensen, C. M. 


iv 
80 
382 4 
337 
36 
46 
398 
281 
440 
49 
305 
Lew 
375 
324 
295 
397 
415 
280 
216 
400 
339 
437 282 
393 
346 4 
364 


PAGE 
see Malamud, D., Christensen, C. M., Navazesh, M. and 
Davis, C. 
Clarke, D 
Clarke J. 
Dentists and ethnic minority communities (L)..................+ 320 
Clarkson, J. 
see Holland, T., O’Mullane, D., Clarkson, J. and O’Hickey, 
S. 
Clindamycin 
versus penicillin in treatment of odontogenic infections, 
prospective double-blind evaluation (W. C. Gilmore, N. 


V. Jacobus, S. L. Gorbach et al.) (A).............ssesescsessseee 324 
Closed circuit television, role in teaching operative dentistry (E. 

Coats, P. wins place in finals of Young Career Woman of the 

Cohen, D 

see Preston-Martin, S., Thomas, D. C., White, S. C. and 

Cohen, D 
Cohen, R. A. and Down, K. 

181 
Cole-Morgan, R. 

Postgraduate education—who does what? (L).............:0000+8 360 
Collins, A. awarded fellowship in oral and maxillofacial 

surgery, Royal Australian College of Dental Surgeons........ 2 
Community Dental Service 

children/schools service (B. L. Macey-Dare) (L)..............++- 397 

Membership in Clinical Community Dentistry (MCCD 

3, 104 
cash incentive in West Midlands Region (M. D. Marchment) 

orthodontic services: local review (B. J. Emery)..............+++ 23 


profile of dentists working in Community Dental 
Service in Scotland in 1987 (H. E. Fyffe and N. M. 


411 
study day at City Hospital, Belfast...............:sscssssssessereees 273 
Compton Acres practice opened by K. Clarke.............:::s00+++ 190 
320 
Computers 
10 
care-cards: computer readable medical cards; 2-year trial 
computer modelling in dentistry..............:::ssscccseeeeerseeeeeees 10 


A. Longstaffe sets up national medical centre for computer 
aided learning and interactive video projects at University 


145 
matching system for house officer posts (R. P. Ward-Booth) 

307 
survey of use of microcomputers in General Dental Practice 

in Scotland (J. W. Shoolbread and B. Wohlgemuth)....... 267 

Contract, NHS 
GDSC ‘Roadshow’ 
36 
71 
Cook, P. A. 

see Hall, F. M. and Cook, P. A. 
Cooksey, M. W. 

Oral surgery: assessment and treatment (L)...............-00++00++ 283 
Coppock, D. A. 

Keeping up-to-date with tooth notation (L)..............:-:s0+++ 108 
Cordent Dental Trust student elective competition................ 32 

276 
Cosmetic dentistry 


open meeting at Royal College of Surgeons of 


INDEX 


Cost estimates (M. D. Wilkinson)............. 458 
Cottrell Award presented to H. Kurer..... 105 
32 
Courtney, W. L. 

The qualitative assessment of cobalt-chromium castings for 

Craven, R. 

Crome, C. W. 

Allergic reactions to cold sterilising solutions (L)............... 439 


Cross-infection control 

Dental Health and Science Committee’s statement 

disinfection of alginate impressions by regimes employing 2 
per cent glutaraldehyde. Reflex plotter investigation of 
dimensional stability following (M. L. Jones, R. G. 
Newcombe, G. Berry, H. Bellis and J. Bottomley) (A).... 284 


five-year follow-up (R. Mitchell and J. Russell).............. 209 

legionnaire’s disease (C. Scully) (L).............sscsssscssseecsessees 198 
progress in the West Midlands (H. D. Glenwright and D. 

125 
public image of (J. Bowden, C. Scully and S. Porter) (L)... 318 
rubber dam and (K. F. Marshall) (L)..... 110 
staying healthy; vocational trai (R. L. Caplin)...... 57 

Crowe, C. wins Desmond Greer Walker Award..................+ 2 
Crowley, R. V. 

The control of cross-infection in dentistry (L)............0+000+ 35 
Cuccio, J. selected from Territorial Army for advanced training 145 
Cumbria television advertising Campaign .............:sssseeeeeeeees 238 
Curtiss, R. 

see Nakayama, K., Kell, S. M. and Curtiss, R. 

Curzon, M. E. J. 

see Duggal, M. S. and Curzon, M. E. J. 
Cutler, R. 

Dentists causing harm with X-rays (L) 70 
CVT (Committee on Vocational Training) newsletter............ 64 


Dahllof, G., Bolme, M. T., Ringden, O. and Heinidahle, A. 
Oral health of children treated with bone marrow 


transplantation—a one-year follow-up (A)...........sssssseseee 285 
Davies, R. 
Davis, C. 
see also Malamud, D., Christensen, C. M., Navazesh, M. and 
Davis, C. 
Davis, J. M. 
Autoclavable handpieces (L)...... 35 
Deadman, M. awarded Winston Churchill Travel Fellowship 
to study in North America and Canada............::sssssseeerees 357 
Denplan 
vocational training competition won by S. Lewis............... 95 
Dental Estimates Board (DEB) 
prescribing profiles 
399 
University of Newcastle upon Tyne symposium (G. S. Blair) 102 
Dental Linkline sponsors F. Vose for VSO in Kenya............. 190 
Dental Practice Advisers training course in Wolverhampton 
Dental Protection 317 


Dental Review Working Party report (M. W. J. Ferguson) (L) 152 
Dental Surgery Assistants Standards and Training Advisory 
Board 


Advanced Course in Dental Health Education.................+- 433 
Dentigerous cyst, treatment of malocclusion (J. R. Pilley, 
D. H. Lewis and G. V. Gillbe) 258 


Vv 
PAGE 
hes 
! 
er 
\ = 


vi 


Dentists’ and General Mutual Benefit Society 
Desmond Greer Walker Awards 
Dentists Register 


names restored 
Dentsply awards to Eastman Dental Hospital Institute of 
Surgery MSc students 
Desperate Dan comic strip 
(K. Ninus-Dexter) (L) 
(D. Thomas) (L) 
di Biase, D, 
Review of Witt, E., Gerke, M. E. and Shaye, R. Removable 
appliance fabrication 
Dihydrocodeine 
comparison with ibuprofen analgesia following wis- 
dom teeth removal (J. W. Frame, C. R. H. Evans, G. 
R. Flaum, R. Langford and P. G. J. Rout) 
Disseminated intravascular coagulation following tooth 
extraction with undiagnosed prostatic carcinoma 
(J. McKechnie) 
Diversification, professional (M. Grace) (L) 
Domestic violence (J. Shepherd) (L) 
Donnan, M. F. and Ball, I. A. 
A double-blind clinical trial to determine the importance of 
pumice prophylaxis on fissure sealant retention (L) 
Douglas, C. V. 
see Capilouto, M. L. and Douglas, C. W. 
Dowell, T. B. 
see Elderton, R. J. and Dowell, T. B. 
Down, K. 
see Cohen, R. A. and Down, K. 
Drummond, J. R. wins Colgate research award 
Dry mouth, plaque pH change and (J. C. Hase and D. 
Birkhead) (A) 
Duggal, M. S. and Curzon, M. E. J. 
An evaluation of the cariogenic potential of baby and 


Dundee Dental School student award from British Dental 
Trade Association 
Dunn, A. 
Dentists causing harm with x-rays (L) 
Dunn, H. M. 
see Jones, D. C., Bainton, R. and Dunn, H. M. 
Dunn, R. 
Contract confidence trick (L) 
Dunn, R. T. 
Patient safety in general anaesthesia (L) 
Duxbury, A. 
Review of Seymour, R. A. and Walton, 7. G. Adverse drug 
reactions in dentistry 
Duxbury, A. J., Thakker, N. S. and Wastell, D. G. 
A double-blind cross-over trial of a mucin-containing 


Eastern Counties Branch Presidential meeting (E. M. G. Bell) 10C 
Eastman Dental Hospital 

Chair in Dental Health Policy 

Dentsply awards to MSc students 

one-day conference on improving image of dentistry (R. D. 


Relativity theory for dentists (L) 
Edmunds, D. H. and Rosen, M. 
Management of anxiety in dental practice in the UK. 253 
Education and training 
Dental Education Advisory Council meeting on extension of 
the dental curriculum 
G. Fordyce appointed to Standing Committee on Post- 
graduate Medical Education 
Glasgow Rotational Training Programme, 10-year review 
(D. R. Stirrups and D. A. McGowan) 


oral surgery (R. T. Broadway) (L) 
orthodontics 
(R. T. Broadway) (L) 
(R. Cole-Morgan) (L) 
(A. M. Hall) (L) 
perspective in the twenty-first century (D. L. Allen and W. 
N. Finnegan) 
postgraduate 
Who Does What? (/eader) 
(R. Cole-Morgan) (L) 
(G. Fordyce) (L) 
(D. Thomas) (L) 
resident hospital dental surgeons. Personal view (C. Scully) 
retraining courses/‘getting back to dentistry’ (M. H. Seward 
and A. Lawrence) 
1989 course 
course at London Hospital 
(E. A. M. Nagy) (L) 
role of closed circuit television in the teaching of operative 
dentistry (E. R. Smart and I. E. Barnes) 
simple teaching model for mucoperiosteal flaps and 


see also vocational training 
Edwards, R. M. 
Dentists causing harm with x-rays (L) 
Ek, L, 
see Holst, A. and Ek, L. 
Elderly patients 
Health Education Authority review: ‘A Participative 
Approach to Oral Health’ 
in People’s Republic of China (A. W. G. Wallis and I. E. 


restored retained E] (M. R. Fulford) (L) 

root caries susceptibility (P. Hellyer) (L) 

survey of complete denture prosthetics (A. Harrison, R. 
Huggett, C. J. Watson and C. Beck) (L) 

titanium implants in treatment of edentulousness: influence 
of age on prognosis (P. A. Kéndell, A. Nordenram and H. 


Elderton, R. J. 
Keeping up-to-date with tooth notation 
Elderton, R. J. and Dowell, T. B. 
Decisions in forward-looking oral health care: summary 
statement 
Eldridge, D. R. 
see Quayle, A. A., Cawood, J., Howell, R. A., Eldridge, D. 
J. and Smith, G. A. 
see also Quayle, A. A., Cawood, J., Smith, G. A., Eldridge, 
D. J. and Howell, R. A. 
Ellis, J. E. 
see Macleod, R. I. and Ellis, J. E. 
Emery, B. J. 
Community orthodontic services: a local review 


mineralisation differences between deciduous and per- 
manent enamel measured by quantitative 
microradiography (P. R. Wilson and A. D. Beynon) (A). 
x-ray diffraction and thermal studies of crystals from outer 
and inner layers (T. Sakae) 
Endodontics 
dexamethasone for interappointment pain in teeth with 
asymptomatic inflamed pulps; prospective randomised 
double-blind trial (G. Glassman, P. Krasner, D. R. Morse 


obliterated root canals, treatment prognosis (A. Akerblom 
and G. Hasselgren) (A) 

restoration of endodontically treated teeth: treatment 
planning and restorative principles (A. Hunter and A. 


root canal treatment in the General Dental Service 
1948-1987 (T. H. Farrell and F. J. T. Burke) 


4 


| INDEX 
PAGE PAGE 
108 
33 319 
190 269 
146 
245 143 
362 360 
279 
279 
155 | 
222 
225 
121 433 
318 
295 229 
152 
437 suturing techniques (M. Anwar, N. Renner and M. 
109 
70 
74 
432 
317 
B 346 
400 321 
362 
357 
245 
55 
71 467 
280 
325 
23 
East Coast District Dental Society in America ‘Laser Dentistry’ 
200 
284 
Eccles, J. D. 
ét ai (A) 323 
F ood (A) seece 401 


(J. D. Ivison) (L) 
Equipment 
vacuum suction, use with young children/quick isolation 
(M. D. Marchment) (L) 
(P. A. Smith) (reply) 
Ericson, S. and Kurol, J. 
Early treatment of palata!ly erupting maxillary canines by 
extraction of primary canines (A) 
Erythema multiforme, recurrent: possible role of 
foodstuffs (M. A. O. Lewis, P.-J. Lamey, A. Forsyth and 


Essex Branch meeting in Vienna. 
Ethnic minority communities 
dental care. Personal view (S. A. Williams and S. Gelbier). 194 
(J. Clarke) (L) 
ethnic indicators of dental health for young Asian 
schoolchildren resident in areas of multiple 
deprivation (R. Bedi) 
survey of dental health initiatives (S. Williams) (L) 
European Prosthodontic Association 
Annual Conference 
(R. C. Fereday) (L) 
Evans, C. R. H. 
see Frame, J. W., Evans, C. R. H., Flaum, G. R., Langford, 
R. and Rout, P. G. J. 
Eveson, J. W. and Gibb, D. H. 
Multiple idiopathic internal resorption 
Examination results 
‘Eye’ tooth 


Facial pain, intracranial tumour presentation (J. 
Schnetler and C. Hopper). 
(M. L. Chindia) (L) 
Farndale, R. N. awarded MRC grant 
Farrell, S. 

Specialisation in dentistry 
Farrell, T. H. and Burke, F. J. T. 

Root canal treatment in the General Dental Service 

1948-1987 
Fayle, S. awarded Membership of Royal College of Dentists of 
Canada (MRCD) in Paediatric Dentistry 
Fearn, A. 
The great debate (L). 
Fédération Dentaire Internationale (FDI) 
Annual World Dental Congress 
in Amsterdam (L. Wiles) 
in Singapore 
Koch to become Executive Director 
Feingold, G. M. 

Audit—a cause for TMJ dysfunction (L) 
Feinmann, C. 

see Harris, M. and Feinmann, C. 
Fereday, R. C. 

European Prosthodontic Association (L) 
Ferguson, M. W. J. 

Report of the Dental Review Working Party (L) 
Ficarra, G., Berson, A. M., Silverman, S. et a/.,) 

Kaposi’s sarcoma of the oral cavity: a study of 134 patients 
with a review of the pathogenesis, epidemiology, clinical 
aspects and treatment (A). 

Finnegan, W. N. 
see Allen, D. L. and Finnegan, W. N. 
Fissure sealants 

alternative dispensing method (G. Manley) (L) 

retention, double-blind clinical trials of pumice prophylaxis 
(M. F. Donnan and I. A. Ball) (L) 

taste (J. Bowman) (L) 

Fitton, R. P. 

Preventive dental care for toddlers (L) 

Flasher, H. A, 

Representation for all (L).... 

Flaum, G. R. 
see Frame, J. W., Evans, C. R. H., Flaum, G. R., Langford, 


R. and Rout, P. G. J. 
Fleming, C. M. 

see Levine, R. S., Beal, J. F. and Fleming, C. M. 
Flood, A. 

see Hunter, A. and Flood, A. 
Flower, A. and Yeung, J. 


Fluconazole 
candidal leukoplakia treatment. Case report (P.-]J. 
Lamey, M. A. O. Lewis and D. G. MacDonald) 
Fluoride 
enamel hypoplasia, photographically recorded as- 
sessment in fluoridated and non-fluoridated areas in 
England (R. S. Levine, J. F. Beal and C. M. Fleming) 249 
high-level fluoride dentifrice; clinical investigation (H. R. 
Fogels, J. J. Meade, J. Griffith, R. Miragliuolo and L. P. 
154 
Fogels, H. R., Meade, J. J., Griffith, J., Miragliuolo, R. and 
Cancro, L. P. 
A clinical investigation of a high-level fluoride dentifrice 


154 


(A) 
Fordyce, G. 
appointed to Standing Committee on Postgraduate Medical 
Education 
Postgraduate education—who does what? (L) 
Tooth transplant record (L)....... 
Vocational training eligibility (L) 
Foreman, F. J. 
see Brown, M. R., Foreman, F. J., Burgess, J. O. and 
‘Summitt, J. B. 
Forensic dentistry 
Home Office list of forensic odontologists 
identification in the Manchester air disaster (F. D. Ayton 
and H. N. Parfitt) (L) 
Forrest, J. O. 
Dentists causing harm with x-rays (L) 
Forsyth, A. 
see Lewis, M. A. O., Lamey, J.-P., Forsyth, A. and Gall, J. 
Fox, G. A. 
Can social workers damage your dental health? (L) 
Frame, J. W., Evans, C. R. H., Flaum, G. R., Langford, R. and 
Rout, P. G. J. 
A comparison of ibuprofen and dihydrocodeine in 
relieving pain following wisdom teeth removal 
Franquin, J. C. and Brouillet, J. L. 
Biocompatibility of an enamel and dentine adhesive under 
different conditions of application (A) 
Frazer, M. 
Review of Bochner, S. The Psychology of the Dentist-Patient 
Relationship 
French Dental Association (ADF) 
International Congress (M. Slater) 
lack of UK support (M. Slater) (L) 
Fulbright Award won by I. van Zyl 
Fulford, M. R. 
Ageing well (L) 
Fyffe, H. E. and Nuttall, N. M. 
A profile of dentists working in the General and 
Community Dental Services in Scotland in 1987.... 411 


Gaines, G., von Sydow, M., Pehrson, P. O. and Lundbergh, P. 
Clinical picture of primary HIV infection presenting as a 
glandular fever-like illness (A) 
Gall, J. 
see Lewis, M. A. O., Lamey, J.-P., Forsyth, A. and Gall, J. 
Game, S. wins Colgate research award. 
Garbat, R. J. convicted of illegal practice of dentistry 
Gelbier, S. 
Management of the small child with gross caries (L) 
see also Williams, S. A. and Gelbier, S. 
General Dental Council 
Amendment to Notice for Guidance to Dentists: General 


INDEX Vii 
= 
PAGE 
361 
438 
439 

Lip numbness—sometimes a sinister symptom.......... 46 
J. Gall) 

80 
382 
144 

34 
203 
145 
318 
191 
395 
397 
152 

Wee 

321 248 
109 
398 317 
356 

397 
197 


Anaesthesia and Sedation 
D. K. Mason elected president 
November dinner attended by president of Irish Dental 


postgraduate education and 
President’s Address (F. Lawton) (/eader) 
Professional Conduct Committee 
Public Session 
Genetic engineering 
of oral vaccine (K. Nakayama, S. M. Kell and R. Curtiss) (A) 
rDNA research regulations 
Genetic variation, origins of 
‘Getting back to dentistry’ course (M. H. Seward and A. 
Lawrence) 
1989 course 
at London Hospital 
(E. A. M. Nagy) (L) 
Giardia lamblia infection presenting as aphthous 


see Eveson, J. W. and Gibb, D. H. 

Gibbs, S. J., Pujol A. J., Chen, T-S. and James Jr, A. 

Patient dose from intraoral dental radiography (A) 

Gibbs, S. J., Pujol A. J., McDavid, W. D. Wellander, U. and 
Tronje, J. 
Patient risk from rotational panoramic radiography (A) 
Gibson, J. 

see Stirrups, D. R., Paterson, C. J. W. and Gibson, J. 
Gillbe, G. V. 

see Pilley, J. R., Lewis, D. H. and Gillbe, G. V. 
Gilmore, W. C., Jacobus, N. V., Gorbach, S. L. et ai. 

A prospective double-blind evaluation of penicillin versus 
clindamycin in the treatment of odontogenic infections (A) 

Glasgow Dental School 
A. Carmichael retires as Head of Child Dental Health 
Department 
Glasgow Rotational Training Programme 
10-year review (D. R. Stirrups and D. A. McGowan) 
Glassman, G., Krasner, P. and Morse, D. R. et al.) 

A prospective randomised double-blind trial on efficacy of 
dexamethasone for endodontic interappointment pain in 
teeth with asymptomatic inflamed pulps (A) 

Glenwright, H. D. and Shovelton, D. S. 

The prevention of cross-infection. Progress in the 

West Midlands 
Gloves, protective 

historical note (F. J. T. Burke and N. H. F. Wilson) 

latex, effect on setting time of vinyl polysiloxane putty 
impression material (M. Rosen, L. Z. G. Touyz and P. 


re-use, physical and microbial evaluation (I. Q. Park) (L)... 
Good Teeth Programme 
Gorbach, S. L. 

see Gilmore, W. C., Jacobus, N. V. Gorbach, S. L. et al. 
Grace, M. 

Is there life after dentistry? (L) 
Grajower, R. and Noviskas, D. 

The amalgam margin angle, marginal breakdown and 
adjacent caries in occlusal enamel, a pilot study on 
extracted teeth (A) 

Grant, S. C. D., Harrington, C. I. and Harris, S. C. 

Aphthous ulceration as presentation of Giardia 
lamblia infection 

Gray, A. wins Desmond Greer Walker Award 

Gray, C. receives Scottish rugby team full cap 

Greek terms, medical (R. I. Nairn and M. J. Shapiro) (rep/y).. 
Greenman, J., Osborne, R. H. and Allher, R. P. 

The production of potentially inflammatory compounds by 
human dental plaque and species of periodontal bacteria 
(A) 


260 


324 


65 


349 


323 


125 


426 


374 
11 
70 
65 


248 


457 
2 
144 
37 


PAGE 


Grenby, T. H., Phillips, A. and Saldanha, M. G. 
The possible dental effects of children’s rusks: 
laboratory evaluation by two different methods 
Griffith, J. 
see Fogels, H. R., Meade, J. J., Griffith, J., Miragliuolo, R. 
and Cancro, L. P. 
Griffiths, G. S. wins Colgate research award 
Guy’s Hospite! Centenary Lectures 


Haemoglobin estimates, cost benefit study (M. H. Morse) (L) 112 


Haider, S. M. 
see Banks, P. and Haider, S. M. 
Halitosis 
jacket crowns and 
Hall, A. M. 
Oral surgery and orthodontic training (L) 
Hall, E. H. 
see Naylor, G. D., Auclair, P. L., Rathbun, W. A. and Hall, 
E. H. 
Hall, F. M. and Cook, P. A. 
Resorption of a first permanent molar 
Hammersley, C. J. 
Vocational training eligibility (L) 
Handicapped patients 
normalisation, Community Dental Service care and 
(G. A. Fox) (L) 
(L. Howells) (L) 
(A. F. Weedon) (L) 
survey of complete denture prosthetics (A. Harrison, R. 
Huggett, C. J. Watson and C. Beck) (L) 
Handpieces, autoclavable; update (M. V. Martin) (L) 
Hardie, J. M. 
see Pankhurst, C. L., Auger, D. W. and Hardie, J. M. 
Hardman, F. G. 
The hospital service today (L) 
Harkness Fellowship won by I. van Zyl 
Harrington, C. I. 
see Grant, S. C. D., Harrington, C. I. and Harris, S. C. 
Harrington, E. 
see Walmsley, A. D., Jones, P. A., Hullah, W. and 
Harrington, E. 
Harris, M. 
see Anwar, M, Renner, N. and Harris, M. 
Harris, M. and Feinmann, C. 
Audit—a cause for TMJ dysfunction (L) 
Harris, S. C. 
see Grant, S. C. D., Harrington, C. I. and Harris, S. C. 
Harrison, A., Huggett, R., Watson, C. J., and Beck, C. 
A survey of complete denture prosthetics for the elderly, 


handicapped and difficult complete denture patients (L) 109 


Harrison, S. wins Cordent student elective competition 
Harry, D. V. 
Meaningless means (L) 
Harty Prize won by B. Bladon 
Hase, J. C. and Birkhead, D. 
Salivary glucose clearance, dry mouth and pH changes in 
dental plaque in man (A) 
Hasselgren, G. 
see Akerblom, A. and Hasselgren, G. 
Havelock, R. B., Lawrence, A. J., and Munday, R. K. 
Management of the small child with gross caries (L) 
Health Trends 
J. Hunt retires 
Health Unlimited 
Afghanistan team requires dentist 
Heart attack, acute emotional stress and 
Hector, M. wins Colgate research award 
Hegarty, S. M. 
see Pearson, G. J. and Hegarty, S. M. 
Heinidahle, A 
see Dahllof, G., Bolme, M. T., Ringden, O. and Heinidahle, 
A 
Hellyer, P. 


viii INDEX 
PAGE 
461 
395 
157 
( 
146 
353 
33 317 
| 277 145 
= 
307 
364 
10 
222 326 
222 
433 319 
318 
ulceration (S. C. D., Grant, C. I. Harrington and S. C. 
Gibb, D. H. 19 
199 
284 
37 
285 110 
37 
| 109 
399 
|_| 
111 
316 
|_| 
|_| 
|__| 
397 
|_| 
permeability studies (D. J. Morgan and D. Adams)....... 
320 
394 
400 
152 
110 
|__| 
238 
395 
247 
317 
72 


PAGE 
Future patterns of dental care—manpower implications 
for industrialised countries (L)............:ssseseeeseeesseeeseees 362 
Hepatitis B 
cross-infection control 


35 
35 
immunisation of dental students in 14 UK dental schools (C. 
360 
Phyllanthus amarus, effect on chronic carriers (Lancet)(A). 8 
307 
Herpetic stomatitis, acute referrals to Leeds Dental 
Hospital 1978-1987 (D. M. G. Main)...............:scc0ss00 14 


Hillam, D. G. 
Career patterns of dental hygienists qualifying from the 


Liverpool Dental Hospital School of Dental Hygiene..... 310 
243 
Hirschmann, P. 
Dentists causing harm with x-rays (L)...........ccccsseeeeseeeeeneee 70 
Hirschmann, P. N. 
Deteriorating conditions for ancillary workers (L).............. 199 
Review of Mason, R. A. A guide to dental radiography........ 73 
History, dental 
R. Bradbury’s mobile dental surgery..............sssccseeeseeeesees 145 
dental events 
1880 187 
1882 314 
1883 352 
1884 470 
gloves, cross-infection control and (F. J. T. Burke and N. H. 
Hunter, Williams and John (D. K. Mason and J. P. 
423 
past presidents of BDA 
314 
Royal College of Surgeons in Ireland.................c::ssesseees 345 
St Apollonia in Britain (R. A. Cohen and K. Down).......... 181 


(S. A. R. Barnes) (L) 282 
Hitchin, Alywin Drakeford Lecture 
M. Naylor speaks on ‘Dental Health in the Service of the 


104 
Ho, K. H. 
Excision of cheek leukoplakia and lining the defect 
with a pedicle buccal fat pad graft......................00 455 
Holden, C. G. P. 
patient safety in general anaesthesia (L)..............:00s+:+eeee00+ 151 


Holland, T., O’Mullane, D., Clarkson, J. and O’Hickey, S. 
Trauma to permanent teeth of children aged 8, 12 and 15 
Holst, A. and Ek, L. 
Effect of systematised behaviour shaping on acceptance of 


dental treatment in children (A)...........::c2sseseeeeeeeeseeeees 324 
Homosexuals 
AIDS-related discrimination (J. Walsh) (L).............:0+0ee+0++ 69 
Lesbian and Gay Medical Association (UK). Personal view 
Hopper, C. 
see Schnetler, J. and Hopper, C. 
Horler, A. elected president of Medical Defence Union......... 3 


Horrocks, J. K. and Allen, W. R. 


INDEX 


Hospital dental service (F. G. Hardman) (L)...............:00000++ 111 
245 
Hospital dental surgeon 
resident. Personal view (C. Scully)........ 4 
10-years of career progress in Glasgow Rotational Training 
Programme (D. R. Stirrups and D. A. McGowan)......... 349 


Howell, R. A. 
see Quayle, A. A., Cawood, J., Howell, E. A., Eldridge, D. 
J. and Smith, G. A. 
see also Quayle, A. A., Cawood, J., Smith, G. A., Eldridge, 
D. J. and Howell, R. A. 
Howell, W. B. 


Patient safety in general anaesthesia (L) 196 
Howells, L 

Can social workers damage your dental health? (L)............ 110 
Huggett, R. 


see Harrison, A., Huggett, R., Watson, C. J., and Beck, C. 
Hughes, A. M., Hunter, S. Still, D. and Lamey, P.-J. 
Psychiatric disorders in a dental climnic....................... 16 
Hullah, W. 
see Walmsley, A. D., Jones, P. A., Hullah, W. and 
Harrington, E. 
Human herpes virus-6 infection; clinical and serological 
Hunt, J. retires as editor of Health Trends.............sssccceseseseees 238 
Hunter, A. and Flood, A. ; 
The restoration of endodontically treated teeth. Part 1. 
Treatment planning and restoration principles (A)......... 401 
Hunter, J. 
see Hunter, Williams, and John 
Hunter, S. 
see Hughes, A. M., Hunter, S., Still, D. and Lamey, P.-J. 
Hunter, William and John, historical aspects (D. K. Mason and 


J. P. Waterhouse)................ 423 
Hussein, S. B. 
Use of a gum shield for Parkinson’s disease patients (L)..... 320 


Hygienists, dental 
career patterns of hygienists qualifying from Liverpool 
Dental Hospital School of Dental Hygiene (D. G. Hillam) 310 


extension of role, Representative Board debate...............-+. 99 

318 

(J. Spence) (L).............. 280 

salary levels (D. G. Hillam) (L)............ccccssssssecscosssossooeses 69 

Hypertension, salt 195 

Ibuprofen 


comparison with dihydrocodeine analgesia following 
wisdom teeth removal (J. W. Frame, C. R. H. Evans, 


G. R. Flaum, R. Langford and P. G. J. Rout)............... 121 
ICOH for Africa News 356 
Ilegal practice 356 


Image, professional 
one-day conference at Eastman Dental Hospital (R. D. 


469 
Implants, dental 
Branemark technique; University of Sheffield course (T. F. 
391 
ITI Bonefit system; meeting at Birmingham University 
Dental School (J. W. Frame)...............ccccccssccsscsseecensonsees 270 


titanium implants in treatment of edentulousness: influence 
of age on prognosis (P. A. Kéndell, A. Nordenram and H. 


Tiibingen system: immediate or delayed replacement 


i 
1x 
PAGE 
3 
3 
; 
ite 


PAGE 
of teeth by permucosal intra-osseous implants 
Part 1. Implant design, rationale for use and pre- 
operative assessment (A. A. Quayle, J. Cawood, R. 
A. Howell, D. J. Eldridge and G. A. Smith) 
Part 2. Surgical and restoration techniques (A. A. 
Quayle, J. Cawood, G. A. Smith, D. J. Eldridge and R. 


Impressions 
alginate, disinfection by regimes employing 2 per cent 
glutaraldehyde. Reflex plotter investigation of dimension- 
al stability following (M. L. Jones, R. G. Newcombe, G. 
Berry, H. Bellis and J. Bottomley) (A) 
Incisors, Knocked out. Casualty department treatment 
Income, dentist’s 1948-1987 (J. D. Ivison) (L) 
Infection 
acute orofacial. Presentation and antimicrobial 
treatment (M. A. O. Lewis, C. Meechan, T. W. 
MacFarlane, P.-J. Lamey and E. Kay) 
odontogenic. Penicillin versus clindamycin treatment (W. C. 
Gilmore, N. V. Jacobus, S. L. Gorbach et al.) (A) 
Infective endocarditis prophylaxis 
Instruments 
air-driven motors, speed variability in self-threading 
pin technique (P. R. H. Newsome and C. C. Youngson) 287 
ultrasonic chisels; debonding of composite-retained 
restorations (A. D. Walmsley, P. A. Jones, W. Hullah 
and E. Harrington) 
Interviews, time-wasting (C. J. Allan) (L) 
Intracranial tumour presenting with facial pain (J. 
Schnetler and C. Hopper). 
(M. L. Chindia) (L) 
Intra-oral tumours presenting after dental extraction (P. 
J. Saxby and D. S. Soutar) 
Irish Dental Council president attends GDC November Dinner 
Ivison, J. D. 
Root canal treatment in the General Dental Service 
1948-1987 (L) 


2 


Jack, W. A. D. 
Patient safety in general anaesthesia (L) 
Jacket crowns 
Jackson, Douglas, memorial meeting (J. J. Murray) 
Jacqueline du Pré Appeal (L. Wiles) 

(N. R. Webb) (L) 

Jacobson, T. E., Chang, J. C., Keri, P. P. and Watanabe, L. G. 

Bond strength of 4-META acrylic resin denture base to 
cobalt chromium alloy (A) 

Jacobus, N. V. 

see Gilmore, W. C., Jacobus, N. V. Gorbach, S. L. er ai. 
Jagger, R. G. 

Lip numbness—sometimes a sinister symptom (L). 
James Jr, A. 

see Gibbs, S. J., Pujol Jr, A., Chen, T-S. and James Jr, A. 
Jean G. 

Dental life on the ocean wave 
Jenkins, C. B. G. 

see Aboush, Y. E. Y. and Jenkins, C. B. G. 
Job-sharing service 
Johnson & Johnson Preventative Dentistry Awards. 
Jones, D. C., Bainton, R. and Dunn, H. M. 

A cervicofacial infection due to Veillonella parvula in 
a patient with myxoedema 

Jones, M. L., Newcombe, R. G., Berry, G., Bellis, H. and 

Bottomley, J. 

A reflex plotter investigation into dimensional stability of 
alginate impressions following disinfection by various 
regimes employing 2 per cent glutaraldehyde.(A) 

Jones, P. A. 
see Walmsley, A. D., Jones, P. A., Hullah, W. and 
Harrington, E. 

Jonsson, E. 
see Rodrigo, M. R. C. and Jonsson, E. 


INDEX 


PAGE 
Juniper, R. 
elected Fellow in Dental Surgery, Royal College of Surgeons 


Review of Fricton, F., Kroening, R. and Hathaway, K. TMF 
and craniofacial pain: diagnosis and management 


Kaldahl, W. B., Kalkwarf, K. L., Patil, K. D. et al. 
Evaluation of four modalities of periodontal therapy (A).... 440 
Kalkwarf, K. L. 
see Kaldahl, W. B., Kalkwarf, K. L., Patil, K. D. et al. 
Kaposi’s sarcoma of the oral cavity (G. Ficarra, A. M. Berson, 
S. Silverman et al.) (A) 
Kawasaki syndrome (M. H. Thornhill) (L) 
Kell, S. M. 
see Nakayama, K., Kell, S. M. and Curtiss, R. 
Kelsey, W. P. and Panneton, M. J. 
A comparison of amalgam microleakage between a copal 
varnish and two resin-compatible cavity varnishes (A).... 
Keri, P. P. 
see Jacobson T. E., Chang, J. C., Keri, P. P. and Watanabe, 
Kerr, N. W. 
Diet and tooth wear (A) 
Khan, A. wins Cordent student elective competition 
Khan, R. 
Review of Phagan-Schostok, P. and Malomey, K. Contempor- 
ary dental hygiene practice Vol 1 
Khandke, A. D. 
name restored to Dentists Register 
Khanna, S. K. 
name erased from Dentists Register 
Kippen, A. M. 
Patient safety in general anaesthesia (L) 
Koch to become Executive Director of FDI 
K6ndell, P. A., Nordenram, A. and Landt, H 
Titanium implants in the treatment of edentulousness: 
influence of patient’s age on prognosis (A) 
Kramer, L. D. 
Surgery teething troubles (L) 
Krasner, P. 
see Glassman, G., Krasner, P., Morse, D. R. et ai. 
Kronmiller, J. E., Nirschl, R. F. and Zullo, T. G. 
Patient’s age at the initial detection of interproximal caries 
72 


Ancorextra anchors—a risk of fracture (L) 
elected to Advisory Board in General Dental Practice 
receives 1989 Cottrell Award 
Kurol, J. 
see Ericson, S. and Kurol, J. 


432 
105 


Lafferty, W. A. 
Future patterns of dental care—manpower implications for 
industrialised countries (L) 
Laine, M., Tenovuo, J., Lehtonen, O-P., Ojanotko-Harri, A., 
Vilja, P. and Tuohimaa, O. 
Pregnancy-related changes in human whole saliva (A) 
Lamb, D. 
see Brook, I. and Lamb, D. 
Lamey, P.-J. 
see Hughes, A. M., Hunter, S., Still, D. and Lamey, P.-J. 
see also Lewis, M. A. O., Lamey, J.-P., Forsyth, A. and Gall, 


J. 
and aiso Lewis, M. A. O., Meechan, C., MacFarlane, T. W., 
Lamey, P.-J. and Kay, E. 
Lamey, P.-J., Lewis, M. A. O. and MacDonald, D. G. 
Treatment of candidal leukoplakia with fluconazole.. 296 
Lando, L. J. 
‘Old Londoners’ 25-year reunion (L) 
Video review Eastbourne: Teledent Ltd. Teledent Video 
Magazine for Dental Surgeons 
Landt, H. 
see Kéndell, P. A., Nordenram, A. and Landt, H. 


397 


x ‘ 

World Congress in Paris (J. W. Stowell)...................... 391 
196 
326 
390 
344 

438 Kurer, H. 
154 

281 

362 
p 434 

285 
225 
356 
339 
284 


PAGE 


Langford, R. 
see Frame, J. W., Evans, C. R. H., Flaum, G. R., Langford, 


R. and Rout, P. G. J. 


Lasers 
International Congress in Tokyo (S. Fisher)...............:-+++++ 273 
soft laser therapy (R. Merritt and J. C. Burns) (L)............. 69 
Latin terms, medical (R. I. Nairn and M. J. Shapiro) (reply)... 37 
Lawrence, A. 
see Seward, M. J. and Lawrence, A. 
Lawrence, A. J. 
see Havelock, R. B., Lawrence, A. J., and Munday, R. K. 
Lawton, F. 
President’s Address to the General Dental Council 
Leaders 
China—A Dental Perspective 393 
275 
143 
Innovations for the New Yeat..................:sccccssessssseees 31 
NHS: The Challenge of Change......................:cccc0csse0 103 
Patient Safety in General Anaesthesia........................ 63 
396 
150 
150 
(W. B. Howell) (L)............... 196 
196 
Postgraduate Education—Who Does What?............... 143 
360 
279 
279 
President’s Address to the General Dental Council 
353 
President’s New Year Message (P. Bramley)................ 1 
149 
237 
189 
The Dependent 315 
‘Town and Gown’ . . . and 431 
Leatherman, G. H. 
196 
Legal aspects 
GMC guidelines on adverts (Y. H. Tam)............:ccccsseeseeree 67 
Legionnaire’s disease 
transmission in dental units 
35 
198 


Lehtonen, O-P. 
see Laine, M, Tenovuo, J, Lehtonen, O-P, Ojanotko-Harri, 
A, Vilja, P. and Tuchimaa. O. 
Lennane, S. 
Lennon, M. appointed to chair of Periodontology and 
Preventive Dentistry, University of Liverpool School of 


Lennon, M A, Mitopoulos, C. M., Williams, S. A., and Levine, 

R. S. Preventive dental care for toddlers (L).............200+0++ 280 
Leprosy, labial and gingival enlargement (S. Tucker) (L)....... 36 


L’Estrange, P. 
see Bevenius, J., L’estrange, P. and Angmar-Mansson, B. 
Leukoplakia, cheek: excision and lining of defect with 
pedicle buccal fat pad graft (K. H. Ho).................:0000+ 455 
Levine, R. S. 
see Lennon, M. A., Mitopoulos, C. M., Williams, S. A., 
Levine, R. S., Beal, J. F. and Fleming, C. M. 
A photographically recorded assessment of enamel 
hypoplasia in fluoridated and non-fluoridated areas 


in England . 249 
Levy, S. M. 


INDEX 


xi 


PAGE 
see Pinkham, J. R., Casanassimo, P. S. and Levy, S. M. 
Lew, K. K. K. 
Extremes in second molar eruption in two oriental 
patients. 415 
Lewis, D. H. 
see Pilley, J. R., Lewis D. H. and Gillbe, G. V. 
Lewis, M. A. O. 
A cervicofacial infection due to Veillonella parvula in a 
patient with myxoedema (L)..... 437 
see also Lamey, P.-J., Lewis, M. A. O. and MacDonald, D. 
G. Lewis, M. A. O., Lamey, J-P., Forsyth, A. and Gall, J. 
Recurrent erythema multiforme: A possible role of 
371 
Lewis, M. A. O., Meechan, C., MacFarlane, T. W., Lamey, 
P.-J. and Kay, E. Presentation and antimicrobial 
treatment of acute orofacial infections in general 


dental practice 41 
Lewis, S. 

A year of opportunity 95 

wins Denplan vocational training competition................... 95 
Libbey, M. A. 

Community orthodontic services: a local review (L)........... 109 
Library current dental references 156, 286 

recent additions............... 10, 202, 442 


Lichen planus 
erosive, Simonsiella spp. isolation and prevalence in lesions 
and on healthy oral mucosa (C. L. Pankhurst, D. W. Auger 


284 

premalignancy (F. F. Nally and M. J. Twitchen) (L).......... 398 
Linden, G. J. 

Periodontal treatment in general dental practice (L)........... 360 
Lindsay Club 

autumn meeting... 102 

winter meeting 273 
Lip numbness (E. A. Flower and J. Yeung)...........:..ss00000+ 46 

(E. A. Flower and J. Yeung) (reply) 398 

(R. G. Jagger) (L). 281 


Local anaesthetic 
plasma potassium levels during third molar surgery and (J. 


G. Meechan and M. D. Rawlins) (A). 324 
in pregnancy 
36 
London Hospital Medical College Dental School 
dental students’ 25-year reunion (L. J. Lando) (L).............. 397 
joint meeting with Odontoblast Club, Dublin.............. 238, 395 


Longstaffe, A. sets up national medical centre for computer- 
aided learning and interactive video projects at University of 


145 
307 
Luke, D. A. 

Review of video Whittaker, D. Tooth Morphology I-V........ 156 
Lundbergh, P. 


see Gaines, G., von Sydow, M., Pehrson, P. O. and P. Lux, 
L. B., Lundbergh 


Who is tackling dental disease? (L) 151 
Lycopodium spores, allergic reactions...... 247 
Lymphocytic choriomeningitis virus (LCMV).............::-s++++++ 74 
MacDonald, D. 

Acid-etch rethink (L) 399 


MacDonald, D. G. 
see Lamey, P.-J., Lewis, M. A. O. and MacDonald, D. G. 


Mace, J. 


My year as a guineapig........ 265 
Macey-Dare, B. L. 

Management of the small child with gross caries (L).......... 281 

‘White knight’ into just ‘honest broker’ (L)............-:se+00+ 397 


MacFarlane, T. W. 
see Lewis, M. A. O., Meechan, C., MacFarlane, T. W., 
Lamey, P.-J. and Kay, E. 
see also Nouri, A., MacFarlane, T. W., MacKenzie, D. and 
McGowan, D. A. 


¢ ey 
@ 
A 
tear 


Macintyre, M. wins Johnson & Johnson Preventive Dentistry 


Mack, J. show wins Dental Health Radio Competition 
Mackenzie, D. 
see Nouri, A., MacFarlane, T. W., MacKenzie, D. and 
McGowan, D. A. 
Mackenzie, J. W. and Bird, J. 
Timolol: a non-sedative anxiolytic premedicant for day cases 


Macleod, R. I. and Ellis, J. E. 
Plasma cell gingivitis related to the use of herbal 


Acute herpetic stomatitis: referrals to Leeds Dental 
Hospital 1978-1987 
Malamud, D., Christensen, C. M., Navazesh, M. and Davis, C. 
Bacterial agglutinin activity in the saliva of human identica! 
and fraternal twins (A) 
Manderson, R. 
Review of Kratochvil, F. 7. Partial removable prosthodontics 246 
Mandibular retrusion, surgical treatment by post- 
condylar cartilage graft (P. Banks and S. M. Haider) 443 
Manley, G. 
Economical fissure sealing (L) 
Manpower planning. Personal view (A. Sheiham) 
(P. Hellyer) (L) 
(W. A. Lafferty) (L) 
Marchment, M. D. 
Cash incentive for MCCD qualifier (L) 
Quick isolation of vacuum suction (L) 
Marshall, K. F: 
The control of cross-infection in dentistry (L) 
Martin, M. V. 
Autoclavable handpieces—an update (L) 
Mason D. K. elected president of General Dental Council 
Mason, D. K. and Waterhouse, J. P. 
William and John Hunter 
Materials, dental 
acid-etch technique and (D. MacDonald) (L) 
comparison of amalgam microleakage between a copal 
varnish and two resin-compatible cavity varnishes (W. P. 
Kelsey and M. J. Panneton) (A) 
composite laminate veneers; clinical study (A. W. Walls, J. 
J. Murray, J. F. McCabe) (A) 
composite resin, factors affecting bond strength to etched 
glass-ionomer cement (R. R. Welbury, J. F. McCabe, J. J. 
Murray and S. Rusby) (A) 
enamel and dentine adhesive, biocompatibility under 
different conditions of application (J. C. Franquin and J. 
L. Brouillet) (A) 153 
gell and solution etchants, penetration into occlusal fissures 
(M. R. Brown, F. J. Foreman, J. O. Burgess and J. B. 
Summitt) (A) 284 
glass-ionomer cements, bonding to dental amalgam 
(Y. E. Y. Aboush and C. B. G. Jenkins) 255 
hypersensitivity reactions (E. Stenman and M. Bergman)(A) 440 
4-META acrylic resin denture base, bond strength to cobalt 
chromium alloy (T. E. Jacobson, J. C. Chang, P. P. Keri 
and L. G. Watanabe) (A) 154 
vinyl polysiloxane putty impression material, effect 
of latex gloves on setting time (M. Rosen, L. Z. G. 
Touyz and P. J. Becker) 374 
visible light activated composite resins, polymerisation 
contraction (A. W. G. Walls, J. F. McCabe and J. J. 
Murray) (A) 
McCabe, J. F. 
see Walls, A. W. G., McCabe, J. F. and Murray, J. J. 
see also Walls, A. W. G., Murray, J. J. and McCabe J. F. 
see also Welbury, R. R., McCabe, J. F., Murray, J. J. and 
Rusby, S. 
McCormack, J. 
Review of Horsted-Bindsley, P. and Mijor, I. A. Modern 
concepts in operative dentistry 


PAGE 
McDavid, W. D. 
see Gibbs, S. J., Pujol A. J., McDavid, W. D., Wellander, U. 
and Tronje, J. 
McGowan, D. A. 
see Nouri, A., MacFarlane, T. W., MacKenzie, D. and 
McGowan, D. A. 
see also Stirrups, D. R. and McGowan, D. A. 
Meade, J. J. 
see Fogels, H. R., Meade, J. J., Griffith, J., Miragliuolo, R. 
and Cancro, L. P. 
Medical Art Society annual exhibition (C. Parker) 
Medical Defence Union 
film ‘Informed Consent’ 
A. Horler elected president 
Medical Insurance Agency (MIA) Scholarships 
Medical Protection Society 
dental elective prizes 
Dental Protection Limited division 
Medical Sickness Society 
headquarters moves to Exeter 
Meechan, C. 

see Lewis, M. A. O., Meechan, C., MacFarlane, T. W., 

Lamey, P.-J. and Kay, E. 
Meechan, J. G. and Rawlins, M. D. 

The effects of two different dental local anaesthetic solutions 

on plasma potassium levels during third molar surgery (A) 324 
Mehta, F. S. re-elected president of Dental Council of India.. 105 
Meikle, M. C. awarded MRC grant 144 
Membership in Clinical Community Dentistry (MCCD).... 3, 104 

cash incentive in West Midlands (M. D. Marchment) (L).. 

Royal College of Physicians and Surgeons of Glasgow 

Membership in General Dental Surgery (MGDS). 
examiners’ anniversary dinner at Royal College of Surgeons 
of England 
Membership of the Royal Council of Dentists of Canada 
(MRCD) in Paediatric Dentistry awarded to S. Fayle 
Menopausal flush 
Merritt, R. and Burns, J. C. 

Soft lasers—have they a place in dentistry? (L) 

Mersey and North Western Community Dentistry Service 
Group meeting (R. S. Moore) 
Metropolitan Branch 

residential dinner in Apothecaries Hall 
Mew, J. R. C. 

Benefits of orthodontic treatment (L) 
Microbiology 

bacterial agglutinin activity in the saliva of identical and 
fraternal twins (D. Malamud, C. M. Christensen, M. 
Navazesh and C. Davis) (A) 

bacterial colony proliferation patterns 

denture plaque (J. Verran) (A) 

periodontal bacteria, production of inflammatory 
compounds (j. Greenman, R. H. Osborne and R. P. 
Allher) (A) 

Simonsiella spp. isolation and prevalence in lesions of erosive 
lichen planus and on healthy oral mucosa (C. L. 
Pankhurst, D. W. Auger and J. M. Hardie) (A) 

Microradiography, quantitative 

measurement of mineralisation differences between 

deciduous and permanent enamel (P. R. Wilson and A. D. 

Beynon) (A) 

Middlesex and Hertfordshire Branch 
annual symposium (M. Wainwright) 
meeting in Vienna 

Midland Society for the Study of Children’s Dentistry joint 
meeting with West Midlands Division Community Dental 

Service group (M. Woof) 

Mileman, P. A., van der Wheele, L. T., van der Poel, A. C. M. 

and Purdell-Lewis, D. J. 

Dutch dentists’ decisions to take bitewing radiographs (A).. 200 

Miller, J. 
Management of the small child with gross caries (L) 437 
Miller, M. receives MBE 


xii INDEX 
PAGE 
A 
276 
8 
401 
Main, D. M. G. 


Miragliuolo, R. 
see Fogles, H. R., Meade, J. J., Griffith, J., Miragliuolo, R. 
and Cancro, L. P. 
Mitchell, L. 


Mitchell, R. and Russell, J. 
The elimination of cross-infection in dental practice 
Mitropoulos, C. M. 
see Lennon, M. A., Mitropoulos, C. M., Williams, L. A. and 
Levine, R. S. 
Mobile dental surgery; R. Bradbury in 1930................ccc00 145 
Morgan, D. J. and Adams, D. 
Permeability studies on protective gloves used in 
1] 
Morita, I. 
see Noguchi, K., Morita, I. and Murota, S. 
Morris, C. 
Life as a general dental practitioner—down undet............. 226 
Morrison Hospital Swansea 
145 
Morse, D. R. 
see Glassman, G., Krasner, P. and Morse, D. R. et al 
Mouatt, R. B. 
Patient charges and the use of dental services: some evidence 


68 

MRC grants awarded to J. R. Sandy, R. N. Farndale and M. 

Mucoperiosteal flaps, simple teaching model (M. Anwar, 

Muir, J. D. 

ALARA!—unprofessional presentation 318 
Multiple idiopathic internal resorption (J. W. Eveson and 

49 
Munday, R. K. 


see Havelock, R. B., Lawrence, A. J. and Munday, R. K. 
Murota, R. K. 
see Noguchi, K., Morita, I. and Murota, S. 
Murray, J. J. 
see Walls, A. W. G., McCabe, J. F. and Murray J. J. 
see also Walls, A. W. G., Murray, J. J. and McCabe, J. F. 
see also Welbury, R. R., McCabe, J. F., Murray, J. J. and 


Rusby, S. 
theophylline and (J. Townend) (L).................:sssssssssssseeeees 438 
viola playing and. Case report (G. W. Bryant)............. 335 


Myxoedema, case report of cervicofacial Veillonella 
parvula infection 


(D. C. Jones, R. Bainton and H. M. Dunn)................... 339 
Nagasawa, T. 
see Yoshida, K., Okane, H., Nagasawa, T. and Tsuru, H. 
Nagy, E. A. M. 
Getting back to dental practice (L)..................sscsccccccsseeess 318 
Nakayama, K., Kell, S. M. and Curtiss, R. 
Genetic engineering of an oral vaccine (A)..........:::cssseeeees 260 
Nally, F. F. and Twitchen, M. J. 
Oral cancer and pre-cancer—a dilemma (L)..............:0000000 398 


Nashed, R. R. and Reynolds, I. R. 
A cephalometric investigation of overjet changes in 50 severe 


Class II Division 1 malocclusions (A)...........::::+s:seeesesseeees 323 
Nathanail, P. 

name erased from Dentists Register ..............::csesssssseeeseees 33 
National Health Service 

fees, oral mucosa screening (D. N. Pinkerton) (L).............. 6 

versus private schemes. Personal view (P. J. Thomson)...... 106 
National Smile Week launched in press.............:::seeesseeeeeeeees 144 


Navazesh, M. 
see Malamud, D., Christensen, C. M., Navazesh, M. and 


xili 


PAGE 


Davis, C. 
Naylor, G. D., Auclair, P. L., Rathbun, W. A. and Hall, E. 
H.Metastatic adenocarcinoma of the colon presenting as 
periradicular periodontal disease: a case report (A)......... 440 
Naylor, M. delivers second Alywin Drakeford Hitchin Lecture 104 
Needleman, I. 
Review of Jenkins, W. M. M., Allen, C. J. and Collins, W. 7. 


N. Guide to periodontics (second edition)..........:-s-ssse00+00: 286 
Netherlands 
Dutch Dental Association campaign against restructuring of 
health care delivery (J. H. Schotte) ne ae 
Neukam, F. W. 
see Schliephake, H. Neukam, F. W. 
New Zealand, dentistry in (C. Morris)..............::ccssesssseseeeees 226 
Newbrun, E. 
frequent sugar intake—then and now: interpretation of the 


Newcombe, R. G. 
see Jones, M. L., Newcombe, R. G., Berry, G., Bellis, H. and 
Bottomley, J. 
Newsome, P. R. H. and Youngson, C. C. 
Speed variability of air-driven motors in the self- 


threading pin technique.......... 287 
Niessen, L. C. and Weyant, R. J. 

Causes of tooth loss in a veteran population (A)................. 324 
Ninus-Dexter, K. 

245 
Nirschl, R. F. 


see Kronmiller, J. E., Nirschl, R. F. and Zullo, T. G. 
Noguchi, K., Morita, I. and Murota, S. 
detection of platelet-activating factor in inflamed human 
gingival tissue 248 
Nordenram, A. 
see Kéndell, P. A., Nordenram, A. and Landt, H. 
Northampton and District Section 


33 


Nouri, A., MacFarlane, T. W., MacKenzie, D. and McGowan. 
D. A. 
Should recent dental treatment exclude potential blood 


323 
Novickas, D. 
see Grajower, R. and Novickas, D. 
Nunn, J. H. 
Review of Powell, R. The development and future direction of 
the community dental service in England.......2...0+.0000000000+ 155 
Review of WHO, FDI Health through oral health............++. 402 
Nutrition 
baby and infant fruit drinks, evaluation of cariogenic 
potential (M. S. Duggal and M. E. J. Curzon)............. 327 


children’s rusks, possible dental effects. Laboratory 
evaluation (T. H. Grenby, A. Phillips and M. G. 
157 

erythema multiforme, recurrent: possible role of 
foodstuffs (M. A. O. Lewis, P.-J. Lamey, A. Forsyth 


salt, hypertension 195 
tooth wear and (N. W. Kerr) (A)........:sssssssssssseerseeereeeenees 8 


Nuttall, N. M. 
see Fyffe, H. E. and Nuttall, N. M. and Pitts, N. B. 
Scottish dentists’ preferences for remuneration and 
their opinions on the scope of General Dental 


Service treatment 451 
Obituaries 


INDEX 
PAGE 
Review of Gardner, M. ¥. and Altman, D. G. Statistics with ie 
‘abe: 
: 
4 
Reh 
4 
( 


o 


xiv 


OT 


O’Brien, K. D. and Shaw, W. C. 
expanded function orthodontic auxiliaries: a proposal for 
their introduction in the UK (A) 
Ocular disease 
inter-related with oral disease. Symposium in Royal College 
of Physicians and Surgeons, Glasgow (L. F. A. Strassen) 273 
Odell, E. wins Colgate research award 317 
Odontogenic infections 
penicillin versus clindamycin treatment, prospective double- 
blind evaluation (W. C. Gilmore, N. V. Jacobus, S. L. 
Gorbach et al.) (A) 
O’Hickey, S. 
see Holland, T., O’Mullane, D., Clarkson, J. and O’Hickey, 
S. 
Ojanotko-Harri, A. 
see Laine, M., Tenovuo, J., Lehtonen, O-P., Ojanotko-Harri, 
A., Vilja, P. and Tuohimaa, O. 
Okane, H. 
see Yoshida, K., Okane, H., Nagasawa, T. and Tsuru, H. 
O’Mullane, D 
see Holland, T., O’ Mullane, D., Clarkson, J. and O’Hickey, S. 
One hundred years ago 217, 410, 
Oral cancer 
diagnosis from mucosal smears 
informing client of diagnosis, pre-cancer and (F. F. Nally 
metastatic adenocarcinoma of the colon presenting as 
periradicular periodontal disease: a case report (G. D. 
Naylor, P. L. Auclair, W. A. Rathbun and E. H. Hall)(A) 440 
Oral and Dental Research Trust 
Oral and maxillofacial surgery 
computerised matching for house officer posts (R. P. Ward- 


cost benefit of routine pre-operative haemoglobin investiga- 
tion (M. H. Morse) (L) 
simple teaching model for mucoperiosteal flaps and 


training (R. T. Broadway) (L) 
Oral mucosa screening 
remuneration (D. N. Pinkerton) (L) 
O’Riordan, B. C. 
Oral blood blisters in angina bullosa haemorrhagica 
secondary to trauma of eating and dental injection (L).... 
Orthodontics 
benefits of treatment (J. R. C. Mew) (L) 
cephalometric investigation of overjet changes in 50 severe 
Class II division 1 malocclusions (R. R. Nashed and I. R. 
Reynolds) (A) 
community service: local review (B. J. Emery). 
(R. C. Carser) (L) 
(B. J. Emery) (reply) 
(M. A. Libbey) (L) 
(N. Upson) (L). 
early treatment of palatally erupting maxillary canines by 
extraction of the primary canines (S. Ericson and J. Kurol) 


PAGE 
expanded function auxiliaries; introduction into UK (K. D. 
O’Brien and W. C. Shaw) (A) 
malocclusion caused by bone expanding lesions (J. R. 
Pilley, D. H. Lewis and G. V. Gillbe) 
MOrth eligibility 
primary molars, balanced and unbalanced extraction of; 
effect on the relationship of incisor centrelines (E. 
Avramaki and C. D. Stephens) (A) 
report of Consultant Orthodontists Group survey: 
The nature and distribution of clinical assistant 
posts in orthodontics in the UK in 1987 (K. M. 
Postlethwaite and C. D. Stephens) 
training 
(R. T. Broadway) (L) 
(A. M. Hall) (L) 
vocational training scheme module. Personal view (N. M. 
Stratford) 
(M. L. Brenchley and C. D. Boxall) (L) 
Osborn, J. F. 
see Bulman, J. S. and Osborn, J. F. 
Osborn, J. F. and Bulman, J. S. 
Statistical analysis—the future 
Osborne, R. H. 
see Greenman, J., Osborne, R. H. and Allher, R. P. 
O’Sullivan attends GDC November Dinner 
Oxenbould, R. J. wins Cordent student elective.competition.. 276 


Pacemaker implantation, inappropriate 
Paganini, dental problems 
Pankhurst, C. L., Auger, D. W. and Hardie, J. M. 
Isolation and prevalence of Simonsiella spp. in lesions of 
erosive lichen planus and on healthy human oral mucosa 


Panneton, M. J. 
see Kelsey, W. P. and Panneton, M. J. 
Parfitt, H. N. 
see Ayton, F. D. and Parfitt, H. N. 
Parker, C. D. 
The great debate (L). 
Parkin, D. 
see Yule, B., Ryan, M. and Parkin, D. 
Parkinson’s disease, use of gum shield (S. B. Hussein) (L) 
Parotid gland tumours, medical/dental x-ray exposure and (S. 
Preston-Martin, D. C. Thomas, S. C. White and D. Cohen) 


Paterson, C. J. W. 
see Stirrups, D. R., Paterson, C. J. W. and Gibson, J. 
Patil, K. D. 
see Kaldahl, W. B., Kalkwarf, K. L., Patil, K. D. et al 
Pearson, G. J. and Hegarty, S. M. 
Cusp movement of molar teeth with composite filling 
materials in conventional and modified MOD 


Pehrson, P. O. 
see Gaines, G., von Sydow, M., Pehrson, P. O. and 
Lundbergh, P. 
Penicillin 
versus clindamycin in treatment of odontogenic infections, 
prospective double-blind evaluation (W. C. Gilmore, N. 
V. Jacobus, S. L. Gorbach et a/) (A) 
Periodontal disease 
evaluation of four modalities of therapy (W. B. Kaldahl, K. 
L. Kalkwarf, K. D. Patil et al) (A). 
juvenile periodontitis in Nigeria 
metastatic adenocarcinoma of the colon presenting as 
periradicular periodontal disease: a case report (G. D. 
Naylor, P. L. Auclair, W. A. Rathbun and E. H. Hall)(A) 440 
platelet-activating factor, detection in inflamed gingival 
tissue (K. Noguchi, I. Morita and S. Murota (A) 
treatment in general dental practice (G. J. Linden) (L) 
trends in prevalence and severity in US (M. L. Capilouto and 
C. W. Douglas) (A) 
Phillips, A. 


INDEX 
PAGE 
10 
364 
E (A) 
i 436 
320 
(A) 
suturing techniques (M. Anwar, N. Renner and M. cavities........ iniakicien (eee 
108 
6 
7 
283 
323 
23 
109 
282 
109 
282 


PAGE 

see Grenby, T. H., Phillips, A. and Saldanha, M. G.......... 157 
Phipps, J. 

197 
Phyllanthus amarus 

effect on chronic hepatitis B virus carriers (Lancet) (A)....... 8 
Piette, E 

Calcification of the dental papilla. A rare finding...... 86 
Pilley, J. R. 


Pilley, J. R., Lewis D. H. and Gillbe, G. V. 

An approach to the treatment of malocclusion caused 

by bone expanding lesions.....................ccscccseceeseeeees 258 

Pinder, J. 

Pinkerton, D. N 

Remuneration for oral mucosa screening (L)................2:++ 6 
Pinkham, R. J., Casanassimo, P. S. and Levy, S. M. 

Dentistry and the children of poverty (A)...........:::se0eeseeees 248 
Pitts, N. B. 

see Nuttall, N. M. and Pitts, N. B. 
Plant, C. G. 

Review of sine A. D. and McLean, 7. W. Glass-ionomer 


113 
Plaque, dental 

pH changes: salivary glucose clearance, dry mouth and (J. C. 

production of inflammatory compounds (J. Greenman, R. 

Plaque, denture 

microbiology and acidogenicity (J. Verran) (A)................++. 400 
Plasma cell gingivitis related to use of herbal toothpaste. 

Case report 

(R. I. Macleod and J. E. Ellis) 375 
Platelet-activating factor, detection in inflamed gingival tissue 

(K. Noguchi, I. Morita and S. Murota (A)............:ssessesee 248 
Plax 

Trading Standards ruling on advertising..................:0000+0+ 394 
Pogrel, M. A. 

Letter from California: Resource-based relative value scales 

—Who gets paid 465 
Porter, S. 
see Bowden, J., Scully, C. and Porter, S. 
see also Scully, C. and Porter, S. 
Posner, B. T. 

Postlethwaite, K. M. and Stephens, C. D. 

Report of a survey conducted by the Consultant 

166 
Poverty 

child, dental care and (J. R. Pinkham, P. S. Casanassimo, S. 

248 

dental charges and (I. Robertson) (L).............:ccccsseesesesseees 439 
Practice management 

appointment systems (M. D. Wilkinson)................0::000000++ 420 

management science (M. D. Wilkinson)...............0000ces+se++s 299 

reception and office organisation (M. D. Wilkinson).......... 385 

treatment plans and cost estimates (M. D. Wilkinson)........ 458 
Pregnancy 

cervicofacial actinomycosis (S. A. Bhatti)..................++- 83 

changes in whole saliva (M. Laine, J. Tenovuo, O-P, 

Lehtonen, A. Ojanotko-Harri, P. _— and O. Tuohimaa) 
285 
local anaesthetic and 
36 
Press exposure; dentist’s view (E. Rosten) » See 
Preston-Martin, S., Thomas, D. C., White, S. C. and Cohen, D 
Prior exposure to medical and dental x-rays related to 
tumours of the parotid gland (A)...............++++ = 8 
Probe, The 

K. Brown retires as editor 145 

Professional Conduct Committee 33 


INDEX XV 


PAGE 

Prone position (J. D. Eccles) (L). 7 
Propofol, conscious sedation (M. R. C. Rodrigo and E. 

75 
Prostatic carcinoma, haemorrhagic diathesis after 

dental extraction (J. McKechnie) 295 

Prosthetic dentistry 

‘A Dental Prologue’ (J. Besford) (poem) 67 
artificial posterior teeth, criteria for selection (K. Yoshida, 

H. Okane, T. Nagasawa and H. Tsuru) (A)..............:000000++ 200 


cobalt-chromium castings for partial dentures, 
qualitative assessment (M. J. Barsby and W. D. 
211 
Latin and Greek terms (R. I. Nairn and M. J. Shapiro) (reply) 37 
‘Making a Good Impression’ RCS of Edinburgh symposium 
4-META acrylic resin denture base, bond strength to cobalt 
chromium alloy (T. E. Jacobson, J. C. Chang, P. P. Keri 


‘Ode to the Artists of Prosthetic Dentistry’ (B. Bridge) 


survey of complete denture prosthetics for elderly, 
handicapped and difficult complete denture patients (A. 
Harrison, R. Huggett, C. J. Watson and C. Beck) (L).... 109 
Prosthetics, maxillofacial 
RCS of England Consultants’ Discussion group: ‘Current 
Developments in Maxillofacial Prosthetics’ (J. D. 


54 
Psychiatric disorder in dental clinic (A. M. Hughes, S. 
Hunter, D. Still and P.-J. Lamey) 16 
Pujol Jr, A 


see Gibbs, S. J., Pujol Jr, A., Chen, T-S. and James Jr, A 
see also Gibbs, S.J., Pujol A. J., McDavid, W. D. Wellander, 
U. and Tronje, J. 
Pullinger, A. G. and Monteiro, A. A. 
History factors associated with symptoms of temporoman- 
dibular disorders (A)......... 285 
Purdell-Lewis, D. J. 
see Mileman, P. A., van der Wheele, L. T., van der Poel, A. 
C. M. and Purdell-Lewis, D. J. 


Qualborough, A. wins Colgate research award...........:s0sess0 317 
Quayle, A. A., Cawood, J., Howell, R. A., Eldridge, D. J. and 

Smith, G. A. 

The immediate or delayed replacement of teeth by 
permucosal intraosseous implants: the Tiibingen 
system. Part 1. Implant design, rationale for use 
and pre-operative 365 

Quayle, A. A., Cawood, J., Smith, G. A., Eldridge, D. J. and 

Howell, R. A. 

The immediate or delayed replacement of teeth by 
permucosal intraosseous implants: the Tiibingen 
system. Part 2. Surgical and restorative techniques 403 

Queen Victoria Hospital, East Grinstead 


R. Sharpe retires............ 432 
Quintessence, sixth International Symposium (L. Wiles)........ 345 
Radiography/radiation 

Advisory Board’s Clinical Study Day 3 

(R. K. P. Rayan).. - 192 


bitewing radiographs, Dutch dentists’ prescribing decisions 
(P. A. Mileman, L. T. van der Wheele, A. C. M. van der 
Poel and D. J. Purdell-Lewis) (A)..........ssssesseseeeeeeeees 200 
correlation between film position, bitewing shadows, clinical 
pitfalls and the histological size of approximal lesions (D. 
K. Bennand, T. F. Watson) (A)... 154 
demand for Polaroid-type technology (A. G. Bairstow) (L). 399 
harm to patients and 


(R. Cutler) (L) 70 
(A. Dunn) (L).. 245 
(R. M. Edwards) (L) 70 
(J. O. Forrest) (L) 152 


(P. Hirschmann) (L) 70 


4 
he 
he 
be 
gly 
? 


PAGE 


intra-oral dental, patient dose (S. J. Gibbs, A. Pujol Jr, T-S. 
Chen and A. James Jr) (A) 
medical/dental exposure, parotid gland tumours and (S. 
Preston-Martin, D. C. Thomas, S. C. White and D. 
Cohen) (A) 
rotational panoramic, patient risk (S. J. Gibbs, A. J. Pujol, 
W. D. McDavid, U. Wellander and J. Tronje) (A) 
Rainbow Rovers mission to south-west Algeria 
Ramsden, W. convicted of illegal practice of dentistry 
Rathbun, W. A. 
see Naylor, G. D., Auclair, P. L., Rathbun, W. A. and Hall, 
E. H. 
Rawlins, M. D. 
see Meechan, J. G. and Rawlins, M. D. 
Ray, K. elected Fellow in Dental Surgery, RCS of England... 
Red Cross Hospital Liaison Officer at University Hospital of 
Rembrandt, toothache and 
Renner, N. 
see Anwar, M., Renner, N. and Harris, M. 
Renson, C. E. 
President’s New Year Message (L) 
Research, career advice 
Research, dental 
funds (G. Rose) (L) 
Resident hospital dental surgeon. Personal view (C. Scully)... 
(M. Twitchen) (L) 
Resorption, tooth 
first permanent molar; case report F M. Hall and P. A. 


multiple idiopathic internal; case report (J. W. Eveson 
and D. H. Gibb) 
Restorative dentistry 
cusp movement of molar teeth with composite filling 
material in conventional and modified MOD 
cavities (G. J. Pearson and S. M. Hegarty) 
self-threading pin technique, speed variability of air- 


driven motors (P. R. H. Newsome and C. C. Youngson) 
ultrasonic chisels in debonding of composite-retained 
restorations (A. D. Walmsley, P. A. Joues, W. Hullah 
and E. Harrington) 
Review Body Pay Awards (leader) 
Reviews 
Ailing, C. C. III and Osborn, D. B. Maxillofacial trauma 


Bailey, B. J. (ed) Surgery of the oral cavity 1989 

Barton, R. E., Matteson, S. R. and Richardson, R. E. The 
dental assistant (sixth edition) 1988 

Bochner, S. The psychology of the dentist-patient 
relationship 1988 

Cohen, D. W. (ed. in chief) The 1988 year book of dentistry 

Dubrul, E. L. Sicher and Dubrul’s oral anatomy (eighth 
edition) 1988 

Fricton, J., Kroening, R. and Hathaway, K. TMJ and 
craniofacial pain; diagnosis and management 1988 

Gardner, M. J. and Altman, D. G. Statistics with confidence 


Goldstein, R. E. Change your smile (second edition) 1988... 

Green, D. G. Everyone a private patient 1988 

Hardie, J. M. and Borriello, S. P. Anaerobes today 1988... 

Held, A-J. Periodontology 1989 

Horsted-Bindslev, P. and Mior, I. A. Modern concepts in 
operative dentistry 1988 

Jenkins, W. M. M., Allen, C. J. and Collings, W. J. N. Guide 
to periodontics (second edition) 1988 

Kratochvil, F. J. Partial removable prosthodontics 1988.... 

Langland, O. E., Langlais, R. P., Sippy, F. H. and 
Willianson, G. F. Radiology for dental hygienists and 
dental assistants 1988. 

Marks, M. H. and Corn, H. Atlas of adult orthodontics: 
functional and esthetic enhancement 1989 


395 


162 


287 


290 


114 


INDEX 


PAGE 


Mohl, N. D., Zarb, G. A., Carlsson, G. E. and Rugh, J. D. 
A textbook of occlusion 1988 

Nield, J. S. and Houseman, G. A. Fundamentals of dental 
hygiene instrumentation (second edition) 1988 

Phagan-Schostok, P. and Malomey, K. Contemporary 
dental hygiene practice Vol 1 1988 

Plamping, D. and Craft, M. Guidelines for self-care in oral 
health 1988 

Powell, R. The development and future direction of the 
community dental service in England 1988 

Renner, R. P. QDT Yearbook 1988 

Schultz, R. C. Facial injuries (third edition) 1988 

Scully, C (ed.) The dental patient 1988 

Seino, H. et al. (Trans, by T. R. Ward) Dental imagination 
—a record of techniques and feelings 1988 

Seymour, R. A. and Walton, J. G. Adverse drug reactions in 
dentistry 1988 

Stengelhofen, J. (ed.) Cleft palate. The nature and 
remediation of communication problems 1988 

Stratton, R. J. and Wiebelt, F. J. An atlas of removable 
partial denture design 1988 

Walker, R. T., Dimmer, A., Newsome, P. R. H. and Ngai, 


S. K. A colour atlas of resin bond retained prostheses 1989 363 


WHO, FDI Health through oral health 1989 
Wilson, A. D. and McLean, J. W. Glass-ionomer cement 


Witt, E., Gerke, M. E. and Shaye, R. Removable appliance 
fabrication 1988 
Wood, T. Dentist 1988 
Ringden, O. 
see Dahllof, G., Bolme, M. T., Ringden, O. and Heinidahle, 
A. 
Roberts, J. F. and Scheer, B. 
Management of the small child with gross caries (L) 
Robertson, I. 
Patient poverty (L) 
Robinson, P. to introduce molecular biology to Department of 


Dental Surgery research programme, University of Leeds.. 144 


Rodrigo, M. R. C. and Johnson, E. 
Conscious sedation with propofol 
Rood, J.P. 
Local anaesthetic in pregnancy (L) 
Root-resected teeth, evaluation (H. Biihler) (A) 
Rose, G. 
Funds for research (L) 
Rosen, M 
Practice launched with a smile (L) 
see also Edwards, H. H. and Rosen, M. 
Rosen, M., Touyz, L. Z. G. and Becker, P. J. 
The effect of latex gloves on setting time of vinyl 
polysiloxane putty impression material 
Rosenbaum, N. 
see Birch, B. R. P. and Rosenbaum, N. 
Rosser-Smith, J. D. M. 
Why not enter the World Medical Olympic Games? (L) 
Rosten, E. 
Off the record: a dentist’s view of press exposure 
Rothwell, P. S. 
Keeping up-to-date with tooth notation (L) 
Rothwell, R. 
Review of Scully, C. (ed.) The dental patient 
Rout, P. G. J. 
see Frame, J. W., Evans, C. R. H., Flaum, G. R., Langford, 
R. and Rout, P. G. J. 
Royal Army Dental Corps Headquarters Officers’ Mess 
membership rules 
Royal Australian College of Dental Surgeons 
A. Collins awarded fellowship in oral and maxillofacial 
surgery 
Royal College of Physicians and Surgeons of Glasgow 
‘Interrelated Ocular and Oral Disease’ symposium (L. F. A. 
Strassen) 
MCCDs awarded 


xvi 
284 73 
202 
8 
246 
285 
33 402 
356 
155 
113 
113 
442 
156 
32 325 
326 
325 
201 
149 
326 
71 
109 
155 
114 
49 
436 
= 439 
= 
75 
|| 
143 36 
323 
246 
320 
201 
155 374 
286 
441 110 
1989 — 322 
= 
114 244 
325 
363 442 
363 
286 
246 145 
201 2 
363 
Mason, R. A. A guide to dental radiography (third edition) 273 


S. Nyman presents T. C. White Invitation Lecture 
Royal College of Surgeons of Edinburgh examination results. 234 
‘Making a Good Impression’ symposium (P. R. Geissler).. 141 
Royal College of Surgeons of England 
Advisory Board’s Provincial Meeting (S. Lennane) (L) 244 
clinical study day: “The Hole in the Wall Gang—the 
challenge of dental caries in the ’90s’ 
clinical study day: “The three Rs—Radiography, Radiation 
and Regulations 
(R. K. R. Rayan) 
Consultants’ Discussion Group: ‘Current Developments in 
Maxillofacial Prosthetics’ 
cosmetic dentistry day 
examination results 
Faculty of Dental Surgery, Postgraduates education and.... 
Fellows in Dental Surgery elected to Board of Faculty of 
Dental Surgery 
C 


MoOrth eligibility 
Open meeting on ‘Cosmetic Surgery’ 
D. Seel elected Dean of Faculty of Dental Surgery 
Royal College of Surgeons in Ireland 
examination results. 
historical aspects 
Silver Jubilee 
Rudolf, M. wins Johnson & Johnson Preventive Dentistry 


Rugg-Gunn, A. J. appointed to Professorship in Preventive 
Dentistry, University of Newcastle upon Tyne 
Rule, D. C. elected Fellow in Dental Surgery, RCS of England 395 
Rusby, S. 
see Welbury, R. R., McCabe, J. F., Murray, J. J. and Rusby, 
S. 
Russell, J. 
see Mitchell, R. and Russell, J 
Ryan, M 
see Yule, B., Ryan, M. Parkin, D. 
Ryder, V. and Wright, P. A. 
Dental sedation, a review (reply) 


Safety information 
Ancorextra anchors (H. G. Kurer) (L) 
Eurodent Isolight from J and S Davis 
vacuum suction; quick isclation 
(M. D. Marchment) (L) 
(P. A. Smith) (reply) 
St Apollonia in Britain 
(S. A. R. Barnes) (L). 
(R. A. Cohen and K. Down). 
Sakae, T. 
x-ray diffraction and thermal studies of crystals from the 
outer and inner layers of human dental enamel (A) 
Saldanha, M. G. 
see Grenby, T. H., Phillips, A. and Saldanha, M. G.......... 157 
Saliva 
artificial mucin-containing, double-blind cross-over trial (K. 
D. Watts) (L) 
bacterial agglutinin activity in identical and fraternal twins 
(D. Malamud, C. M. Christensen, M. Navazesh and C. 
Davis) (A) 
pregnancy-related changes (M. Laine, J. Tenovuo, O-P. 
Lehtonen, A. Ojanotko-Harri, P. Vilja and O. Tuohimaa) 


Salivary calculus 
accessory salivary gland. Case report (R. Bainton and 
C. L. Dubourg) 
extraordinarily large asymptomatic submandibular (G. 
Tinsley) (L) 
Salivary gland 
parotid tumours, medical/dental x-ray exposure and (S. 
Preston-Martin, D. C. Thomas, S. C. White and D. 


Cohen) (A). 
Samaranayake, L. P. 

Oral surgery: problems (L) 
Sandy, J. R. awarded MRC grant 
Saunders, S. M. 

The great debate (L) 
Savell, H. 

Allergic reactions to cold sterilising solutions (reply) 439 
Saxby, P. J. and Soutar, D. S. 

Intra-oral tumours presenting after dental extraction 337 
10, 74, 195, 247, 307, 326, 364 


see Roberts, J. F. and Scheer, B. 
Schliephake, H. and Neukam, F. W. 
Periodontal damage to third molars prior to transplantation. 
A histiometric study (A). 
Schnetler, J. and Hopper, C. 
intracranial tumours presenting with facial pain 
Schou, L 
Review of Plamping, D. and Craft, M. Guidelines for self-care 
in oral health 402 
Scientific Basis of Dentistry 1989 lectures 32 
Scottish dentists 
Preferences for remuneration and opinions on 
of general dental service (N. M. Nuttall and N. B. 


451 


profile of dentists working in general and community 
dental services in 1987 (H. E. Fyffe and N. M. Nuttall) 411 
survey of the use of micro-computers in general dental 
practice (J. W. Shoolbread, and B. Wohlgemuth) 
Scully, C. 
Hepatitis B immunisation of dental students in 14 UK dental 
schools (L) 
Spare a thought for the resident hospital dental surgeon... 
The control of cross-infection in dentistry (L) 
see also Bowden, J., Scully, C. and Porter, S. 
Scully, C. and Porter, S. 
AIDS and dentistry (L). 
Sedation 
conscious with propofol (M. R. C. Rodrigo and E. 


GDC Amendment to Notice for the Guidance of Dentists. 461 
review 
(W. A. Allen) (L) 6 
(B. R. P. Birch and N. Rosenbaum) (L) 111 
(W. Ryder and P. A. Wright) (reply). 6, 112 
(A. M. Skelly) (L) 198 
Seel, D. 
elected Dean of Faculty of Dental Surgery of Royal College 
of Surgeons of England om 
Review of Marks, M. H. and Corn, H. Atlas of adult 
orthodontics: functional and esthetic enhancement 
Self-threading pin technique, speed variability of air- 
driven motors 
(P. R. H. Newsome and C. C. Youngson) 
Semple, J. 
Review of Langland, O. E., Langlais, R. P., Sippy, F. H. and 
Williamson, G. F. Radiology for dental hygienists and dental 


Seward, M. H. and Lawrence, A. 
Getting back to dental practice 
Shapiro, M. J. 
see Nairn, R. I. and Shapiro, M. J. 
Sharpe, R. retires as senior chief technician at Queen Victoria 
Hospital, East Grinstead 432 
Shaw, W. C. 
see O’Brien, K. D. and Shaw, W. C. 
Sheiham, A. 
Future patterns of dental care—manpower implications for 
industrialised countries. 240 
Shepherd, J. 


> 
INDEX XVii 
PAGE PAGE 
Scheer, B cj 
j 
190 
239 
277 
30 
345 
107 
Award 356 
Senior Registrars in Restorative Dentistry Group arte 
secretion rate, plaque pH and (J. C. Hase and D. Birkhead) a 
216 


xviii 


Is your patient a victim of domestic violence (L) 
Shoolbread, J. W. and Wohlgemuth, B. 
A survey of the use of micro-computers in general dental 
practice in Scotland 
Shovelton, D. S. 
see Glenwright, H. D. and Shovelton, D. S. 
Silverman, S. 
see Ficarra, G., Berson, A. M., Silverman, S. et ai. 
Simonsiella spp. 
isolation and prevalence in lesions of erosive lichen planus 
and on healthy oral mucosa (C. L. Pankhurst, D. W. 
Auger and J. M. Hardie) (A) 
Skelley, A. M. 
Dental sedation. A review (L) 
Slater, M. 
Lack of UK support at ADF congress (L) 
Spotlight on progress 
Slee, R. 
Specialisation in dentistry (L) 
Smart, E. R. and Barnes, I. E. 
The role of closed circuit television in the teaching of 
operative dentistry 
Smith, B. G. N. 
Keeping up-to-date with tooth notation (L) 
Smith, C. J. 
The dental implications of HIV infection 
Smith, G. A. 
see Quayle, A. A., Cawood, J. Howell, R. A., Eldridge,D. J. 
and Smith, G. A. 
see also Quayle, A. A., Cawood, J., Smith, G. A., Eldridge, 
PD. J. and Howell, R.A. 
Smith, John; past president of BDA 
Smith, P. A. 
Quick isolation of vacuum suction (reply) 
Society for the Advancement of Anaesthesia in Dentistry 
presidential badge (S. A. Hancocks). 
Soft lasers therapy (R. Merritt and J. C. Burns) (L) 
Soutar, D. S. 
see Saxby, P. J. and Soutar, D. S. 
Specialisation 
personal view (S. Farrell) 
(W. R. Allen) (L) 
(R. Slee) (L) 
Spelling correction, automatic 
Spence, J. 
The great debate (L) 
Sports medicine; race course doctor’s experiences (J.L.Trainer) 97 
Sprawson, Evelyn memorial lecture delivered by 
N. Whitehouse 
Standing Committee on Postgraduate Medical education 
G. Fordyce appointed dental member 
Statistics 
the association between two variables 
(J. S. Bulman and J. F. Osborn 
comparison of several groups (J. S. Bulman and J. F. 


dental estimates board prescribing profiles and 
(D. V. Harry) (L) 
(S. Simons) (L) 
descriptive (J. S. Bulman and J. F. Osborn) 
Kérner statistics 
(R. T. Broadway) (L) 
(R. Davies) (L) 
measuring diagnostic consistency (J. S. Bulman and J. 


multivariate analysis (J. F. Osborn and J. S. Bulman).... 417 
probability and sampling (J. S. Bulman and J. F. Osborn) 132 
significance tests (J. S. Bulman and J. F. Osborn) 178 
significance tests. Part 2 (J. S. Bulman and J. F. Osborn) 218 
significance tests. Part 3 (J. S. Bulman and J. F. Osborn) 261 
simple summary calculations (J. S. Bulman and J. F. 


Stenman, E. and Bergman, M. 


PAGE 
Hypersensitivity reactions to dental materials in a referred 
group of patients (A) 
Stephens, C. D. 
see Avramaki, E. and Stephens, C. D. 
see also Postlethwaite, K. M. and Stephens, C. D. 
Sterilisation 
autoclavable handpieces 
(J. M. Davis) (L) 
(M. V. Martin) (L) 
solutions, allergic reactions 
(C. W. Crome) (L) 
(H. Savell) (reply) 
Still, D. 
see Hughes, A. M., Hunter, S, Still, D. and Lamey, P-J. 
Stirrups, D. R. and McGowan, D. A. 
What becomes of the trainee hospital dental surgeon? A 10- 
year review of the Glasgow Rotation 
Stirrups, D. R., Paterson, C. J. W. and Gibson, J. 
The West of Scotland BDA Branch membership survey 
Strahan, J. D. 
The great debate (L) 
Stratford, N. M. 
Vocational training for general dental practitioners— 
Orthodontic module 
Streptococcus mutans immunogenic peptide 
Stress, heart attack and 
Sugar 
children’s rusks, possible dental effects. Laboratory 
evaluation (T. H. Grenby, A. Phillips and M. G. 


dietary habits, caries and (E. Newbrun) (A) 
Sullivan, P. G. 
Review of Stengelhofen, 7. (ed.) Cleft palate. The nature and 
remediazion of communication problems 
Summitt, J. B. 
see Brown, M. R., Foreman, F. J., Burgess, J. O. and 
Summit, J. B. 
Surgeons, quality control 
Surgery, opening new premises (L. D. Kramer) (L) 
Suturing technique, simple teaching model (M. Anwar, 
N. Renner and M. Harris) 
Swarz, W. D. 
see Barsby, M. J. and Swarz, W. D. 
Swedish dentistry (J. R. Pilley) 
Sykes, P. 
Review of Renner, R. P. QDT Yearbook 1988 


Takazoe, I. wins Johnson & Johnson Preventive Dentistry 


GMC guidelines on adverts lawful 
Tasker, L. wins 1988 British Dental Health Foundation 
student award 
Technician, dental 
‘The Unsung Hero’ (D. Clarke) (poem) 
Television advertising campaign, Cumbria 
Temple-Smithson, P. E. 
Vocational training eligibility (L) 
Temporomandibular joint dysfunction 
associated history factors (A. G. Pullinger and 
A. A. Monteiro) (A) 
audit/cost budgeting (J. H. R. Winstanley) 
(G. M. Feingold) (L) 
(M. Harris and C. Feinmann) (L) 
Tenovuo, J. 
see Laine, M., Tenovuo, J., Lehtonen, O-P., Ojanotko- 
Harri, A., Vilja, P. and Tuohimaa, O. 
Thakker, N. S. 
see Duxbury, A. J., Thakker, N. S. and Wastell, D. G. 
Theophylline, myofascial pain and (J. Townend) (L) 
Therapeutics 
dexamethasone for endodontic interappointment pain in 
teeth with asymptomatic inflamed pulps; prospective 


INDEX 
| 
Saldanha) 157 
440 
325 
364 
69 
38 
183 
113 
Tan, Y. H. 

67 
3 
352 
O 238 
320 68 

399 

51 
285 
i 199 278 
37 397 
397 

F.O n 


randomised double-blind trial (G. Glassman, P. 
K.asner and D. R. Morse et a/) (A) 
fluconazole, case report of candidal leukoplakia 
treatment (P. -J. Lamey, M. A. O. Lewis and 
D. G. Macdonald) 
ibuprofen compared with dihydrocodeine analgesia 
following wisdom teeth removal (J. W. Frame, 
C. R. H. Evans, G. R. Flaum, R. Langford 
and P. G. J. Rout) 
new antibiotics 
penicillin versus clindamycin in treatment of odontogenic 
infections, prospective double-blind evaluation 
(W. C. Gilmore, N. V. Jacobus, S. L. Gorbach 
et al.) (A) 
theophylline, myofascial pain and (J. Townend) (L). 
Third molar extraction 
impacted (M. W. Cooksey) (L) 
local anaesthetic solutions, effects on plasma potassium 
levels (J. G. Meechan and M. D. Rawlins) (A) 
Third molar transplantation 
prior periodontal damage and (H. Schliephake and 
F. W. Neukam) (A) 
Thomas, D. 
awarded Wellcome Trust Fellowship 
Comic relief (L) 
Postgraduate education—who does what? (L) 
Thomas, D. C. 
see Preston-Martin, S., Thomas, D. C., White, S. C. and 
Cohen, D. 
Thomas, J. 
Review of Barton, R. E., Matteson, S. R. and 
Richardson, R. E. The dental assistant (sixth edition)........ 201 
Thomas, M. to compete in 1992 Barcelona Olympics 
Thomson, P. J. 
Belshazzar’s feast 
Thornett, D. R. 
name restored to Dentists Register 
Thornhill, M. H. 
Kawasaki’s syndrome (L) 
Timolol as anxiolytic premedication (J. W. Mackenzie and J. 


Extraordinarily large asymptomatic submandibular salivary 
calculus (L) 

Toddlers, preventive dental care 
(R. P. Fitton) (L) 
(M. A. Lennon, C. M. Mitopoulos, S. A. Williams and R. 

S. Levine) (L). 

Tomes, John; past president of BDA 

Tomorrow’s World Demonstration of computer-aided designs! 
computer-aided milling (CAD/CAM) system 

Toothpaste 
herbal, plasma cell gingivitis. Case report 

(R. I. Macleod and J. E. Ellis) 
high-level fluoride; clinical investigation (H. R. Fogels, 
J. J. Meade, J. Griffith, R. Miragliuolo and 
L. P. Cancro) (A) 
Toplis, J. W. 
Elusive videos (L). 

Touyz, L. Z. G. 
see Rosen, M., Touyz, L. Z. G. and Becker, P. J. 

Townend, J. 

Myofascial pain from theophylline (L). 
Trade news 
A-Dec Dental UK 
Decade 2040 chair-mounted control system 
guide to buying dental equipment 
Aesthetic Dental Services acquires purpose-built facility... 
Astra Pharmaceuticals, Xylocaine Polyamps 
Benn Research Ltd, repositionable bitewing film holder... 
Blackwells, dental books 
Boots’, Formula F toothpaste 
Braun Electric (UK) Ltd, Oral-B heads for electric 


toothbrushes 
Bridge House Laboratories, oral irrigator support range.... 
British Dental Trade Association, Open House scheme 
British Warm Air Hand Dryer Association, Infection Control 
at Work leaflet 


Canon Hygiene, Presspak Patented Designer Dispenser 
Castellini S. p. A., Aldo Castellini Memorial Congress 
Cavendish Applied Technology, Solvector 

Claudius Ash Confidential Services, management skills 


Cottrell & Company, automated dental sensor 
CTS Dental 
double-angled sharp scissors 
Easyfloss 
Cumberland Dental 


Tecnol Masks distribution.. 
J & S Davis Ltd, Cavex Clearfil Lustre Anterior All-In 
De Trey Dentsply Ltd, Unosil-S and Reprosil HF 

elastomeric impression materials 
Dental Linkline Ltd., formal change of name 
Dental Supply & Eng Co Ltd, Scalatron range 
Dental World Ltd, BES issue. 
Dentomax Ltd., Flex-R Files. 
Dettol, antiseptic soap 
Elida Gibbs, Signal Sugar Searcher 
GAP Research Company, Tooth-fil 
Girobank, service for dentists 
3 Hands, resuscitation aid 
ICI Dental UK 

Occlusin shade range 

Tripton bonding agent 
Ivoclar-Vivadent Ltd 

Cavifil composite dispenser 

Helioseal fissure sealant 
Johnson & Johnson 

free Smile Week packs 

mint-flavoured dentotape 

oral swabsticks in peel-open pouches. 

tongue depressor packs. 
Katrin (UR), facial tissues... 
Kirby-Warrick Healthcare, Rinstead Pastilles 
Medenta, finance factsheets 
Mentadent, PDU Seminars 
Microscan Systems, video plaque display system 
Mobile Dental Equipment Corporation, portable 

operatory 
Monotrays, disposable plastic tray inserts 
Nevin Laboratories, Decident handpiece disinfecting 


dental floss with fluoride 

heads for Braun electric toothbrushes 

marketing products 
Ozone-friendly aerosols 
Precision Implants, to distribute Core-Vent Implant 


Rentokil, Antibact sl 
Roeko, Luna 2000 cotton roll.... 
Stafford-Miller, Endekay Dental Health Gum 
Straumann (Great Britain) Ltd, Bonefit System for Oral 
Implantology 
Teledent, video magazine 
Terec Colténe Brilliant ID composite material 
W & H Turbine, ‘same day’ handpiece repair services 
University of Dundee, residential training courses for 
dental traders 
Wellcome Foundation Ltd, skin care range 
Whaledent International, Para-Post Plus 


Trainer, J. L. 


CDO turns racecourse doctor 


Transplantation 


INDEX xix 
PAGE PAGE 
389 
312 ou 
185 
389 ae) 
Business Phone Awards 
185 
: — 
389 
win 
— 
: — 
— 
Tinsley, G. 28 
199 
185 
397 
280 
187 389 
Oral-B rs 
375 
154 
438 | 
438 312 
— 
185 . 
389 
185 98 
185 
271 
185 


canine, functional life (G. Fordyce) (L) 
third molar, prior periodontal damage and (H. Schliephake 
and F. W. Neukam) (A) 
Tronje, J. 
see Gibbs, S. J., Pujol, A. J., McDavid, W. D., Wellander, U. 
and Tronje, J. 
Tsuru, H. 
see Yoshida, K., Okane, H., Nagasawa, T. and Tsuru, H. 
Tucker, S. 
Labial and gingival enlargement in leprosy (L) 
Tumour necrosis factor 
Tuohimaa, O. 
see Laine, M., Tenovuo, J., Lehtonen, O-P., Ojanotko- 
Harri, A., Vilja, P., and Tuohimaa, O. 
Twitchen, M. J. 
Spare a thought for the resident hospital dental surgeon 


(L) 
see also Nally, F. F. and Twitchen, M. J. 
Two Fifty Club annual reunion dinner 


University of Birmingham 
examination results 
ITI Bonefit implant system meeting (J. W. Frame) 
reunion of graduates of 1973 
University of Bristol 
Dental Library sponsorship; plaque unveiled 
examination results 
A. Longstaffe sets up national medical centre for computer 
aided learning and interactive video projects 
MRC advanced course studentship 
University College London 
two-year combined part-time Primary Fellowship in Dental 
Surgery/ MSc in Mineralised Tissue Biology course 
University of Dundee, residential training courses for dental 
traders 
University of Glasgow 
examination results 
University of Hong Kong 
S. Wei elected Dean of Faculty of dentistry 
University Hospital of Wales, Cardiff 
Red Cross Hospital Liaison Officer 
University of Leeds 
P. Robinson to introduce molecular biology to Departr-ent 
of Dental Surgery research programme. 
University of Liverpool 
M. Lennon appointed to chair of Periodontology and 
Preventive Dentistry 
University of Manchester 
examination results 
University of Newcastle upon Tyne 
A. J. Rugg-Gunn appointed to Professorship in Preventive 


symposium: “The Dental Estimates Board and the General 
Practitioner’ (G. S. Blair) 
J. Walton to give Founders’ and Benefactors’ Lecture 
University Oral and Maxillofacial Surgeons’ Group annual 
meeting 
University of Sheffield 
A. M. Atkinson retires from Department of Restorative 
Dentistry 
Dental School’s new building given planning consent 
examination results 
implant course (T. F. Walsh). 
University of Wales 
examination results 
Unprofessional conduct (L) 
(P. R. G. Young) (L) 
Upson, N 
Community orthodontic services: a local review (L) 


Vaccine, oral; genetic engineering of (K. Nakayama, S. M. Kell 
and R. Curtiss) (A) 


Vacuum suction 
use in young children/quick isolation 
(M. D. Marchment) (L). 
(P. A. Smith) (reply) 
Vale, P. A. K. 
name erased from Dentists Register 
Van der Poel, A. C. M. 
see Mileman, P. A., van der Wheele, van der Poel, A. C. M. 
and Purdell-Lewis, D. J. 
Van der Wheele 
see Mileman, P. A., van der Wheele, van der Poel, A. C. M. 
and Purdell-Lewis, D. J. 
Van Zyl, I. takes up Harkness Fellowship 
VDUs health risk 
Veillonella parvula, cervicofacial infection in a patient 
with myxoedema (D. C. Jones, R. Bainton and H. M. 


Verran, J. 
Preliminary studies on denture plaque microbiology and 
acidogenicity (A) 
Veterans, causes of tooth loss (L. C. Niessen and R. J. Weyant) 


Video annotations 
London: Dentistry Video Dentistry—Edition 7 1988 
(correction) 
Sussex: United Medical Films Ltd. Dental Practice Made 
Perfect 1989 
Video reviews 
Eastbourne: Teledent Ltd. Teledent Video Magazine for 
Dental Surgeons 1988 
Whittaker, D. Tooth Morphology I-V 1988 
Vilja, P 
see Laine, M., Tenovuo, J., Lehtonin, O-P., Ojanotko-Harri, 
A., Vilja, P. and Tuchimaa, O. 
Viola playing, myofascial pain dysfunction and (G. W. T. 


Vocational training 

East Anglia and North East Thames Regions 1988 training 
schemes: ‘Beginning to work together’ (J. K. Horrocks 
and W. R. Allen) 

Committee on Vocational Training (CVT) newsletter 

Denplan competition won by S. Lewis 

eligibility 
(G. Fordyce) (reply) 
(C. J. Hammersley) (L). 
(P. E. Temple-Smithson) (L) 

experiences of scheme 
(C. Chavasse) 


hypnosis (N. R. Winter) 
oral surgery 
assessment and treatment (R. L. Caplin) 
(J. Brookman) (L) 
(R. L. Caplin) (reply) 
(M. W. Cooksey) (L) 
health of dentist/dental staff (R. L. Caplin) 
problems (R. L. Caplin) 
(R. L. Caplin) (reply) 
P. 
Samaranayake) (L) 
orthodontic module. Personal view (N. M. Stratford) 
(M. L. Brerichley and C. D. Boxall) (L) 
Von Sydow, M. 
see Gaines, G., von Sydow, M., Pehrson, P. O. and 
Lundbergh, 
Vose, F. sponsored for VSO in Kenya by Dental 


XX INDEX 
PAGE PAGE 
362 
440 438 
439 
33 
36 
247 
316 
307 
400 
), 62 
270 (A 
238 
247 
394 402 
62 
145 
394 
74 
156 
277 
98 
62 Bryant) S00 
105 
32 21 4 
64 
95 
144 
68 
199 
433 68 
), 62 228 
D 382 
102 128 
105 319 
319 
62 283 
91 
57 
357 171 
191 361 
234 
391 361 
358 
234 438 
7 
70 
70 
Wade, B. 
260 Review of Held, A.-F. Periodontology 363 


Wallis, R. 
representation for all (L) 
Walls, A. W. G. and Barnes, I. E. 
Dentistry in the People’s Republic of China with particular 
reference to gerodontology 
Walls, A. W. G., McCabe, J. F. and Murray, J. J. 
The polymerisation contraction of visible light activated 
composite resins (A) 
Walls, A. W. G., Murray, J. J. and McCabe, J. F. 
Composite laminate veneers; a clinical study (A) 
Walmsley, A. D., Jones, P. A., Hullah, W. and Harrington, E. 
Ultrasonic debonding of composite-restorations 
Walsh, J. 
Representation for all (L) 
Walton, J. to give Newcastle upon Tyne Dental School 
Founders’ and Benefactors’ Lecture 
Ward-Booth, R. P. 
Computerised matching for house officer posts (L) 
Wardle, L. V. 
Unprofessional conduct (L) 
Wastell, D. C. : 
see Duxbury, A. J., Thakker, N. S. and Wastell, D. G. 
Watanabe, L. G. 
see Jacobson, T. E., Chang, J. C., Keri, P. P. and Watanabe, 
&. 
Water intoxication following toothache 
Waterhouse, J. P. 
see Mason, D. K. and Waterhouse, J. P. 
Watson, C. J. 
see Harrison, A., Huggett, R., Watson, C. J., and Beck, C. 
Watson, T. F. 
see Benn, D. K. and Watson, T. F. 
Watson James, D. 
Review of Green, D. G. Everyone a private patient 
The great debate (L) 
Watts, K. D. 
A double-blind cross-over trial of a mucin-containing 
artificial saliva (L) 
The hospital service today (L) 
Watts, T. appointed adviser to BDF on abstracts 
Webb, N. R. 
Jacqueline du Pré Appeal (L) 
Weedon, A. F. 
Can social workers damage your health (L) 
Wei, S. elected Dean of the Faculty of Dentistry, University of 
Hong Kong 
Welbury, R. R. 
Review of Walker, R. T., Di , A., Ne ne, P. R. H. and 
Ngai, S. K. A colour atlas of resin bond retained prostheses 363 
Welbury, R. R., McCabe, J. F., Murray, J. J. and Rusby, S. 
Factors affecting the bond strength of composite resin to 
etched glass-ionomer cement (A) 
Wellander, U. 
see Gibbs, S. J., Pujol, A. J., McDavid, W. D., Wellander, 
U. and Tronje, J. 
West Lancashire, Cheshire and North Wales Branch meeting 
on AIDS (M. V. Martin) 
West Midlands Division Community Dental Services Group 
joint meeting with Midland Society for the Study of 
Children’s Dentistry (M. Woof) 
West of Scotland Branch 


383 


432 


Westbury, B. elected to Advisory Board in General Dental 


Practice 
Weyant, R. J. 

see Niessen, L. C. and Weyant, R. J. 
White, S. C. 

see Preston-Martin, S., Thomas, D. C., White, S. C. and 

Cohen, D. 
White, T. C. Invitation Lecture presented by S. Nyman 
Whitehouse, N. delivers Evelyn Sprawson Memorial Lecture 239 
Wilkinson, M. D. 


xxi 


PAGE 

Appointment systems .. 420 

Management science 299 

Reception and office organisation 385 

Treatment plans and cost estimates. 458 

Williams, J. K. elected Fellow in Dental Surgery, RCS England 395 
Williams, J. Ll. elected Fellow in Dental Surgery, RCS 


395 


Williams, S. A. 
Survey of dental health initiatives among ethnic minorities 


see also Lennon, M. A., Mitopoulos, C. M., Williams, S. A. 
and Levine, R. S. 

Williams, S. A. and Gelbier, S. 

Dentists and ethnic minority communities 

Wilson, D. wins Colgate research award 

Wilson, N. H. F. 
see Burke, F. J. T. and Wilson, N. H. F. 

Wilson, P. R. and Beynon, A. D. 

Mineralisation differences between human deciduous and 
permanent enamel measured by quantitative 
microradiography (A) 

WIN compounds for common cold 

Winstanley, J. H. R. 

Audit—a cause for TMJ dysfunction 

Winter, N. R. 

Hypnosis in dentistry in dental vocational training 

Withington Hospital Oral and Maxillofacial and Orthodontic 
Unit extension opened by S. Hall 

Wize, M. D. 

Review of Mohl, N. D., Zarb, G. A., Carlsson, G. E. and 
Rugh, }. D. A textbook of occlusion 

Wohlgemuth, B. 
see Shoolbread, J. W. and Wohlgemuth, B. 

Women in Dentistry Group 
Patricia Nicholls Fellowship. 
‘Promoting Your Professional Image’ symposium 

Women dentists 
‘Getting back to dental practice’ (M. H. Seward and A. 

Lawrence) 

course at London Hospital 

(E. A. M. Nagy) (L) 

job sharing service 

‘Working for Patients’ White Paper 


World Medical Olympic Games (J. D. M. Rosser-Smith) (L). 
Worldwide dentistry 


California: resource-based relative value scales—Who gets 
paid what? (M. A. Pogrel). 
Dutch Dental Association campaign against restructuring of 
health care delivery system (J. H. Schotte) 
New Zealand (C. Morris) 
Peoples’ Republic of China 
Dental Perspective (/eader) 
with particular reference to gerodontology (A. W. G. 
Walls and I. E. Barnes). 
Sweden (J. R. Pilley) 
Wright, P. 
Review of Stratton, R. 7. and Wiebelt, F. }. An atlas of 
removable partial denture design 201 
Wright, P. A. 
see Ryder, W. and Wright, P. A. 


Xylitol chewing gum. 


Yarde House Dental Surgeons 100 years celebrations 
Yardley, R. M. 
The great debate (L) 
Yeung, J. 
see Flower, E. A. and Yeung, J. 
Yoshida, K., Okane, H., Nagasawa, T. and Tsuru, H. 
Criteria for the selection of artificial posterior teeth (A) 


INDEX = Be 

- 

PAGE 

(L) 

194 

317 

200 

326 

278 

382 

357 

316 

222 

318 

225 

104 

(/eader) 

Australian Federal Government abolishes Oral Health <e 

membership survey (D. R. Stirrups, C. J. W. Paterson and os 

227 

200 


PAGE 
Young, P. R. G. Yule, B., Ryan, M. and Parkin, D. 
Unprofessional conduct (L) Patient charges and the use of dental services: some evidence 
Young Career Woman of the Year 
Youngson, C. C. Zullo, T. G. 
see Newsome, P. R. H. and Youngson, C. C. see Kronmiller, J. E., Nirschl, R. F. and Zullo, T. G. 


Published by the British Dental Association at 64 Wimpole Street, London W1M 8AL Snare and circulation by Professional and Scientific Publications 


A House, Tavistock Square, London WC1H SJR. Printed in England by E T Heron (Print), Silver End, Witham, Essex 


4 
INDEX 


